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FOREWORD 


In 1962, under the Civil Defense Shelter Program, large quantities of 
food were stored in warehouses or in selected shelters for possible need 
during a national emergency. The types of food, which had not been pro¬ 
cured previously, represented new formulations and new processing pro¬ 
cedures. As a result, there was little or no information available on 
the stability of these foods and their containers when stored for extended 
periods. 

This study was proposed to simulate conditions likely to exist in 
these shelters and to collect data at selected intervals that would pro¬ 
vide current guidance as to the effect of long storage on foods and the 
containers in which they are stored. 

On 20 June 1962, Contract DA19-129-QM-2050 was awarded by the U. S. 
Army Natick laboratories * o the Georgia Experiment Station, University 
of Georgia, to provide the facilities for the study and collect the re¬ 
quired data. Authorization for this contract is included in Work Order 
Number OCD*»OS-62-156 between the Department of the Army, Office of the 
Secretary of the Army, Office of Civil Defense, and the Department of 
the Army, Army Materiel Command. 

This report contains the work performed under the above contract. 
However, the storage study will be continued under the direction of the 
Office of Civil'.Defense lead laboratory, Stanford Research Institute, 
until the stock of rations in storage is exhausted or falls below the 
acceptable range. 

Project Officers for this contract were Mr. Jesse Hill, General Equip¬ 
ment and Packaging laboratory, and Mr. Otto J. Stark, Food laboratory, 
both of the U. S. Army Natick laboratories. 
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Acting Director 
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ABSTRACT 


Results are reported on the stability of ten lots of fallout shelter 
cereal rations stored for 4 years and 3 lots of carbohydrate supplement 
stored for 3 years at 100°F/80£ r.h., lQO°/57*, 70 °/ 57 %, hQ°/57%, 

and o°/aabient r.h. Rations include 4 lots of survival crackers, 4 lots 
of survival biscuits, 2 lots of bulgur wheat wafers, and 3 lots of mixed 
lemon ard cherry flavored hard candies. Data include 48-month and 36- 
mcnth values, respectively, for (1) bursting strength, moisture content, 
and general conditions of V3c flberboard cases} (2) residual oxygen, 
leaking, corrosion, and coating defects of 2-1/2-gallon and 5-gallon 
metal cans; (3) breakage and general condition of package seals, seams 
and materials, and product units; (4) fracture strength, peroxides, and 
free fatty acids of wheat products; (5) pH and sugar contents of carbo¬ 
hydrate supplements; and (6) moisture content, color, sensory quality, and 
hedonic ratings for a' . products. Results of all examinations of stored 
rations, initially and through 36 and 48 months, are discussed. 




STORAGE STAB. ATY OF CIVIL DEFENSE SHELTER RATIONS 
(ANNUAL REPORT) 

Introduction 


A storage study vas conducted over a four-yeor period to determine 
the stability of a variety of Civil Defense shelter rations. During this 
period, 10 cereal items were deposited in storage over an interval of four 
months. In addition, 3 carbohydrate supplements were stored for a three- 
year term. Determinations were also made of the stability of packaging 
materials in which the rations were stored. 


Items stored for 4 years were: 


Crackers 

Contract 

Biscuits 

Contract 

Bulgur Wafers 

Contract 

code 

number 

code 

number 

code 

number 

CD1 

2692-62 

CD2 

2686-62 

CD9 

2254-62 

CD3 

2689-62 

CD4 

2694-62 

("white" wheat) 


CD5 

2687-62 

CD6 

2688-62 

CD10 

2254-62 

CD8 

2691-62 

CVT 

2687-62 

("red" wheat) 



Carbohydrate supplements, stored 3 years, were: 


Code Contract Number 

CD11 24018-63 
CD12 24016-63 
CD13 24023-63 


Storage conditions for the period were: 


Code 

Temperature 

Relative Humidity 


of 

percent 

100/80 

99.9, +1.3, -1.3 

81.0, 45.5, -3.9 

100/57 

100.1, *1.5, -1.5 

58.0, +4.0, -2.6 

70/80 

70.0, +2.0, -0.8 

80*b, +3.0, -2.4 

70/57 

69.9, +i.c, -1.0 

57.8, +2.1, -1.9 

40/57 

40.6, +4.3, -1.3 

60.2, +10.3, -3.6 

0/ambient 

0.4, +8.5, -1.6 

ambient 


Hie unusually large deviations above the means were incurred as e. 
result of transferring all of the storage samples to new facilities in 
a new building; these included fluctuations- in atmospheric conditions during 
the transfer and during the subsequent periods of adjustment in the six 
storage rooms. 


Samples withdrawn for examination at the end of the respective fourth- 
year or third-year periods consisted of one case and two cans from each 



of the six storage conditions for each item. Basic procedures and sample 
replications for the various observations and determinations included in 
the examinations are given with the results and data reported below'. 
Statistical treatment of data employed standard procedures for analysis 
of variance, multiple range testing for significance, and calculation 
of simple correlation coefficients. 

» 

Methodp and Results 


I. Fiberboard (V3c) Cases 

Entire cases were used in all examinations excepting thoce for biscuit 
CI>4 and crackers CD3 and CD1. These three items were packed in 2-1/2-gallon 
cans, six cans per case, and only l/3 case was available for each withdrawal 
from storage. Samples at 48 months for CD4 and CD3 were the first third 
of newly-opened cases; those for CD1 were the remainder of cases previously 
sampled at 24 and 36 months. 

Ten 4-inch squares were cut from available locations on side and end 
panels of each case and pieced in seeled containers before removal from 
the storage room. Containers were then removed to a 73°F condition, 
allowed to equalize at this temperature, and bursting strength determined 
as rapidly an possible eifter opening the container, using a manually oper¬ 
ated Mullen-type tester. 

1. Bursting strength (Table l) 

As indicated by the comparative data in Table 1, bursting strength 
continued to exhibit an inverse relationship to storage temperature. De¬ 
creases at 100°F have been definite and progressive, with much less definite 
trends for moderate increases at 40° and 09F. Results from 70°F and from 
0°F have been quite variable, averages generally remaining near initial at 
70° and failing to show proportional increases at 0°. 


Temperature Bursting Strength, changes from initial values (lbs.) 

Cereal Item Cases Carbohydrate Supplement Ct 


100 

& 


3 yr 
-91 


To 

1 yr 

2 yr 
T2~ 

3 yr 
-91 

± 

33 

70 

_ T_ 

-16 

-11 

- 21 

40 

-19 

12 

7 

34 

40 

22 

22 

37 

43 

33 

6 

18 

12 

21 

0 

20 

37 

51 

28 

42 

-12 

33 

18 

58 


3** ere have been suggestions of lower bursting strength at the higher 
relative humidities in several sets of these data, as in those for 48 months 
in Table 1, and correlations between higher moisture and lower bursting 
strength have been variously observed. However, neither of these relation¬ 
ships has exhibited any consistent degree of significance. 
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TABLE 1 

BURSTING STRENGTH OF V3c FIBERBOAKJO 
(pounds per square inch) 
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Supplement CD12 was the only item with initial bursting strength 
below 400 psig (av. 365). As seen in Table 1, all samples held four years 
at 100°F were below this specification (20$ being below 300), and four 
of ten samples from 70°/ 83% were also below the stated minimum. 

2. Moisture Content (Table 2) 

Samples for moisture determination were obtained at the same time and 
in the same manner as those for bursting strength. Moisture was calculated 
from weight losses of 5-grams of chopped fiberboard after heating 5 hours 
at 100°C under a 29-inch vacuum. 

Levels of moisture in cases from the six storage conditions are given 
in Table 2. Although recorded temperatures and relative humidities aver¬ 
aged approximately the same as for the previous year, and the within-rocms 
range of the 13 items was 1.1 t 0.4$ for both years, levels in the new 
storage rooms averaged 2.9$ higher at 100°/80$, 1.3$ higher at 100°/70$ 
and 2.2$ higher at 0°/ambient. These rooms have different types of heat 
and moisture control systems from those in the older rooms used previously. 

On the other hand, the new 70° and 40°F rooms are essentially the seme as 
the older rooms, and moisture averages differed by only 0,1 _ 0.4$. Thus, 
though averaging approximately the same at the point of location of the 
recorder (which was placed in all instances near the center of the "load" 
of ration cases), it i3 obvious that overall equilibria of the rooms varied 
with the type and location of control equipment. 

A summary of average conditions recorded during the weeks when 
sampling was done, and results as shewn in Table 2, is as follows: 

100.0°/79.8$; range 11.4-12.2, mean 11.6$ 70.3^57.3$; range 7*5- 8.2, mean 7-7$ 
70.0°/80.l$; range 10.9-12.5, mean 11.9$ 99.3^57.2$; range 7*7- 8.5, mean 8.1$ 
-0.4 o /an'Aent, range 13.5-15.1, mean 14.4$ 40.4°/59.1$, range 8.7-10.0, mean 9*3$ 

As grouped, these correspond to four different types of control 
equipment. The effects of the "wetter" atmospheres on moisture content 
of the fiberboard are readily apparent, but assumption of any temperature 
influence would be extremely questionable. 

3. General Condition of Case3 

With the exception, noted above, that none of the cereal item cases 
and only a third of supplement cases stored at 100°F retain the specified 
minimum 400 paig bursting strength, with about 25$ of the 70°F cases also 
under this minimum, the general condition of cases remained adequate for 
continued storage after four years. All shewed some evidence of staining 
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Significant differences were 0.22$ for Item means, 0.13£ for items 
^Significant differences were 0.1C$ for item means, 0.13^ for items 
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and "wear" b. ■■ result of active use of tne storage rooms, and of two or 
three necessary transfers or re-stackings during this period, but the 
resulting "slightly used" appearance has had practically no influence 01 
their function as containers for the ration cans. Certain of the minor 
imperfections observed during the most recent examinations are given 
below; ratings for extent, where given, are on a 9-point scale. 

Loose Seals . There has b2an no evidence of progressive loosening of 
seals in storage. While no completely unsealed flaps have been observed, 
several instances of partial spreading of adhesive have been noted, with 
no apparent association to time or storage condition. From all examina¬ 
tions to date, three items (CD2, 6, and 12) have had no inadequately 
glued flaps, while about 65% of the flaps of items CD5, 7 and 11 were 
unglued around the edges, resulting in slight "fraying" with handling 
of the cases. The other seven items average about 125? of such partially 
loose flaps, again with no impairment of case function other than slight 
damage to the edges of some of the flaps. 

Delamination . Of the approximately 500 cases examined during the 
period of the study, about 5% have had slightly delaminated areas in 
loose flap comers. Ctoly three cases have exhibited panel delamination, 
all three from ']Q°/&y% storage. These were CD1 at 3 years, rating 1.5; 
CD4 at 3 years, rating 2.0, and CD6 at 2 years, rating 4-0. These were, 
however, only 3 of 65 cases examined from the 70°/8C# condition, so 
delamination is apparently not a serious problem in the V3c cases. 

Held . Small susas of very light mold were observed on the outside 
and inside surfaces of some of the cases. Percentages of cases examined 
and average rating for severity of molding, were as follows: 


1 st and 2nd years 

3rd year 

4th year 

cases extent 

% 0-9 

cases extent 

% 0-9 

cases extent 
% 0-9 


Outside Mold 

ia/>o 

AW’/ OW/> 

6 

.9 

8 

.3 



70 °/80* 

15 

1.0 

31 

.4 

40 

.3 

575? rooms 

- 




n 

• 

O 

Inside Mold 
100°/S05? 

11 

.5 

23 

• 5 

10 

.6 

70°/805? 

8 

.7 

54 

• 7 

40 

• 9 

575 ? rooms 

3 

• 5 

3 

.2 

10 

•4 


Practically ail. of the molded areas were on or near the bottoms 
of the cases, very few exceeded a few millimeters in diameter, and there 
was little or no damage to the cases. Many of the spots were 3mall 
enough to pass unnoticed, except on very close inspection. 
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Swga.tinfl of Cases. Moisture staining of outside surfaces of cases 

and cereal ltam cases, was becoming somewiiat 
difficult to differentiate from general staining and slightly soiled 
areas incurred in long storage and relatively frequent handling. 'Average 
rating for sweating '.f carbohydrate supplement cases was 0.5 + 0.3 which 
is very low, and there was no significant difference among caies from the 
various storage conditions. This apparent reduction in staining resulted 
irom the fact that the cases which had initially become stained from 
storage too near the doors, corners ctf "control" areas of the original 
smaller rooms had been utili-ed on previous examinations, before trans- 

+ ° ® nW ^ ge T rooms - ae °^er and more frequently handled 

1 jfff 68 ave £ aged sll S ht ly higher, 0.8, with some difference among 
storage conditions. For these cases, staining averaged 1 3 + 1 0 from 

°- 9 *?•? 100O ^°* £2 o . r ± 

?* r ° m the cth *l conditions. None of the staining was severe enough to 
detract from further utility of the cases. ^ 

a p g ga g ° f ?»"» to Evidence of noting of cans was scored ee 

w™ ’ ?? dark corrosion staining as these stains have 

Sre in Se e t™f 1 ^d e wJ' er th ^ 8 '“ ,d rour J™*” ° f storage. Host of these 
were m the tops and bottoms of the cases, where the edges of the can seams 

stacks 6 * 1 ATitl a8 ?m St S th6 d f t? erb0ard * “ V dight 2 «■ rSTlTS 

stacks. As items CD3, 8 and 11 averaged 0.4 ± 0.1, the other ten averaged 
0.8 _ 0.1, i. e ., the previously observed trend for greater amounts of sweat¬ 
ing in cases of the heavier items CL9-CD13 was not observed at the latest 

STS^Thigher ^^th' the C f^ 0hydratC su PPl«Mnts, previously averag¬ 
er th ^ the cereal item3 > were as a group within less than 

0.1 point of the same average rating. Storage condition means for all 


n i ** Ii. -—> wioxun jiess tn&n 

0.1 point of the same average rating. Storage condition means for all 

0 f?orfh ^ V f ° r 70 F/SW r ' h " °' 8 1 °'5 M0°/80*, Jdt + 

0*3 for the other four rooms. * " 

defo r St ^n '~r AS none ° f the four ~ case s^cks were heavy enough to cause 
C&nS ' •°^ apS ® consisted in the extent of wrinkling or 
bulging of the cases in settling down to rest solidly on the cans^ Associ* 
tion of extent of this defect with ,ase weights was rel^tivel^^se Sh 
not as close as in some of the previous examinations. Items CD1 and*CD3 & 
averaged ratings of .85, slightly higher than before and CD6 
U0 lbs) and CD4 (55 lbs) at 1.08 ± .06 were definitely higher thln^sual 

"nor^^.r^n FT 1 .. 1 **” Cm) > 12 “ d « (71-78 lbs! wore about 
normal at 1.10 _ .18; the other six items at .49 ± .09 were lower nartie 

aWe%S D L“roS n ^ ^ ^ the topS St “ ^ 

Jb??? was no definite pattern for effects of storage conditions 

aveSid ^f + r ™m°o f th oT C + Se ?; CaSG o f ° r ca ^°hydrate^supplements 
averaged .6/ - .23 at 100°, .81 ± .22 at 70° and 40°, and 1.47 *■ l 2 at 

0 F. Cereal i.em cases averaged .82 + .36 at 100%0£ and h0°/^7% 66 + 
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•53 at the other four conditions. In other words, the effects of storage 
conditions, if any, are apparently obscured by weight, stacking, handling 
— Influences. 

l Ov 1-**?.' ___ 

From all practical aspects, there has been no significant fading 
blurring of case markings in storage. No item or storage condition 
mean rating was more than 0.3 different from initial rating, and lk% of 
the individual case ratings were below 0.5 for defects in printing. Of 
the 2b% rated above 0.5 (20 cases, range .53-1*48, average .78), there were 
a few instances of blurring of print at the time of application, all others 
being due to scraping or scuffing in handling the cases. In all of the 
cases examined during the four years of the study, however, the only letters 
or numerals which could not be read without difficulty were those which were 
completely obliterated by physical damage before the cases were placed in 
storage. 


H. Metal Can3 

Cans of items CD1, 3 and 4 were 2-l/2-gallon size, contain approximately 
7 lbs of crackers or biscuits. All other cans were 5-gallon size, containing 
12-1/2 - 18-1/2 lbs of crackers or biscuits (CD2 and 5-8), 32-33 lbs of 
bulgur wafers (CD9, 10), or 34-36 lbs of carbohydrate supplement. All 
samples consisted of two cans each. 

1. Residual Oxygen in Can3. (Table 3) 

Oxygen remaining in the can space was determined as the lowest read¬ 
ing obtained while passing gases from the can through a direct-reading 
oxygen analyzer adjusted to a fresh air reading of 20. 9% by volume. Deter¬ 
minations were made only for cereal items, CD1-10. 

Item means as given in Table 3 were lower than at any previous period 
for all items except CD1 (slightly lower at 18 and 24 months) and CD4 (in 
which all cans were leakers at 48 months). Only three items, however, had 
lowest readings in cans from all six storage conditions; these were CD2, 

CD8, and CD10. For the other six items (excluding CD4), values lower than 
those in Table 2 have been obtained as follows: 


Condition 

Items 

Lower Oxygen Values 

48 Months 

°F/i r.h. 

CD 

Periods 

Amount 

% 



range 

modb 

lower 




mo. 

me. 

% 


100/80 

1,3,5,9 

12-36 

24 

1.81 t 1.18 

7.69 t 3.29 

100/57 

1,3,9 

12-36 

24 

1.72 t 1.13 

8.05 ± 2.92 

70/80 

1 

- 

IS 

.75 t -75 

13.90 ± .80 

70/57 

6,9 

18-36 

36 

2.29 ± 2.02 

10.90 ± 3.25 

40/57 

5 

- 

36 

1.25 t .25 

17.40 1 .00 

0/ambient 

5,7 

6-36 

all 

•57 ± .33 

20.17 ± .48 
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TABLE 3 

RESIDUAL OXYGEN IN CANS OF WHEAT ITEMS STORED 40 MONTHS 
(percent by volume) 
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There were 32 samples included in the readings which were lower than 
those at 48 months, from a total of 300 samples read at 6-36 months. This 
could have resulted from can variations, but suggests that at least some 
of the cans read at the later periods may have had very slow leaks which 
wers not detected by leak testing. Apart from these discrepancies, deple¬ 
tion of canspace oxygen has been relatively progressive with time, temper¬ 
ature, and the amount of rations contained in the cans (CD6 contained 
18-1/2 lbs, others 7, 12-14, or 32-33 lbs as given above). 

2. Leaking Cans. (Table 4) 

Lsaks were detected as streams of bubbles when cans at 73°F were 
immersed 2 minutes in water at 103-105°F; questionable leakers were 
those cans emitting only a few bubbles, but whose oxygen, moisture or 
rancidity values indicated that leaking had probably occurred. 

During the four years of storage, leakers and questionable leakers 
have amounted to 10$ or more of total cans opened in items CD4 (80$ 
total, IOC# at 48 months) CD6 (28$) CD5 and.ll (15-17$) and CD1, 3 and 
13 (11-13$). The other six items, CD2, 7-10, and 12, have had few leakers, 
averaging only 2.5$ of which 1,8$ were questionable. As noted above, 
certain discrepancies in periodic oxygen readings, and in some instances 
in moisture and rancidity values as well, suggest that some very slow leakers, 
or cans which leaked at some period but later resealed, may have passed 
undetected. 

As seen in Table 4, there was no significant increase in leaking cans 
beyond the 2nd-3rd year except in CD4 and in the average for 40°/57$ 
storage. Total leakers averaged 17-33$ at 0°F, 16.16$ at 40°/57$, 12.00$ 
at 100°/57$, and 14.89 i -32$ at the other three conditions. 

3. Corrosion of Cans. (Tables 5 and 6) 

External . As external corrosion consisted almost entirely of rusting, 
practically all was cf the pitted type. For the first time during the 
storage study, there was about as much misting on bottom and side panels 
as along the seams on cans from 100°/80$ and 70°/8Q$ conditions (excepting 
the 5-gallon cans of supplement CD12), While only three items averaged 
higher than at any previous examination, CD3 (2-1/2-gallon) and CDS and 11 
(5-gallon), there was more corrosion than at any other period on five items 
at 100°/80$ (CD3, 4, 6, 11, 13). six at 100°/57$ (CD1, 3, 6, 8. 9, 11), 
four at 70%0$ (CU4, 8, 10, ll), three at 70°/57$ (CD2, 8, 10), and two 
each at 40°/57$ and 0°F (CD7, 8 and CD5, 8). Although most of the cans 
at 100°/80$ and many at 70°/80$ were somewhat unattractive (again excepting 
CD12) as indicate^ in Tables 5 and 6, no leak has been attributed to corro¬ 
sion during the entire course of the study. 
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a Wheat items only (GDI-10); other columns include all items (CD1-13). 
includes initial leakers. 



























TABLE 6 

CORROSION OF CARBOHYDRATE SUPPLEMENT CANS STORED 36 MONTHS 
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Internal . Most of the internal corrosion was surface darkening with 
occasional light pitting as indicated in Tables 5 and 6. All pitting and 
practically all surface darkening was located in spots where products were 
in direut, contact with interior can surfaces. Much of this was caused try- 
direct jontact through tom or perforated comers of packages in crackei and 
biscuit items and, of course, with the bulk-packed carbohydrate supplements 
which had no packaging or can liring material. Contact was with wrapping 
materials in the bulgur wafer cans, however, and in many cans of the other 
packaged products, although this usually resulted in surface corrosion only 
(see note below under III.A.l. condition of packages). 

Only tnree items averaged as high (CD6) or higher* (CD10, 13) on internal 
corrosion than at some previews examination. In individual rooms, CB3, 4> 

5, 10 rated higher than previously at 100°/80%, CD6 and 13 at 100°/57,?> CD2, 

7. 10, 13 at 70°/80%, CD1, 2, 6, 13 at 7C°/57%, and CD13 only at UP 0 /51% and 
CrF. There was no apparent temperature or humidity effect in carbohydrate 
supplement cans, but a possible humidity effect is seen in the 100°/80^ 

■sample of CD4 (all of which leaked), CD? and CD10, the 70°/8C# samples of 
CD7 and 10 and th8 0®‘ sample of CD?, with a possible temperature effect in 
100°F samples of CD9. In general,.however, there were no definite indications 
of condition effects on internal corrosion. 

4- Defects of Can Coa^xngs (Table 7) 

No softening, peeling or flaking of coatings per se have been observed 
in any of the 2^-gallon or 5- ~allon ration cans. Thus, all coating defects 
have resulted from abrasion in 2^-gallon cans, and from uneven,.application, 
abrasion or both in the 5-gallon type. Much of the external corrosion, 
possibly all of it, has been located In areas or spots from which coating 
was removed while seaming (5-gallon cans), knocked or nibbed off ir. handling 
(CD4 and 6) or applied unevenly enough (CD4, 5, 6, 9, 13) to leave thin easily- 
damaged areas. Some secondary flaking was observed in spo+s where rust had 
spread in under the edges of the coating around damaged areas. 

The observation that high average defects for various items have oc¬ 
curred at all periods i3 thus not surprising; three items each averaged 
highest at 18, 24 and 36 months, two at, 48 months, one each at 6 and 12 
months. General averages were higher for 5-gallon cans (.86) than for the 
smaller cans (.68); the fact that the lighter cans were less subject to 
damage in handling probably contributed -to this, as well as the difference 
in type of coating. Storage differences were not very pronounced for the 
2jjt~gallon cans, general averages being .79 at the two 80£ r.h. conditions 
and .63 at the other four, indicating little or no temperature effect. Defect 
ratings for the larger cans averaged 1.17 from ?00°/80%', .84 from 100°/57% 
and 70°/8C$, and .75 for the three less severe conditions; both temperature 
and humidity apparently influenced these coatings to some extent, possibly 
associated with the further effects of corrosion. 
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DEFECTS IN CAN COATINGS 
(0-9 scale, 0 = none) 
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III. The Rations 


A. Cereal Items 

1. Condition of Packages (Table 8) 

The percentages of broken seals and torn packages were calculated 
from the numbers Df packages per can. These were 15 for CD1, 3 and 4, 24 
for CD2, 5, 7 and 6, 28 for CD6, and 126 for wafers CD9 and 10. Only seal 
breaks or tom places large enough for one unit of product to escape the 
package were counted. Thus, many packages with small comer perforations, 
sufficiently large to allow the product to touch the inside surface of the 
car. (as mentioned above in connection with internal corrosion) but not to 
allow units to slip out of the package, were not included in the data for 
package breakage shewn in Table 8. 

Broken Seals . The first major seal breaks observed in the storage 
of CD2 (waxed paper) and CD6 (cellophane) consisted of one unsealed package 
in twelve cans of each item at 48 months. Wafer packages CD9 and CD10 
(waxed glassine) continued the small periodic increases in broken 3eals 
which were observed at every examination after the first year. Practically 
all of these breaks, which haye never exceeded 2.0$ for CD9 or 3-2$ for CD10, 
were in the top layer of packages where package arrangement is irregular 
because of the raised center- lid of the can. Biscuit CD7 (waxed paper) has 
also been low in seal breakage, averaging about 2.5$ for the first two years 
and 1.1$ for the 3rd and 4th periodsj no sample of this item has exceeded 
ca 10$ unsealed packages. 

The other five rations, CB1, 3, 4, 5, 8 (waxed glassine), have had 
more seal bx^aks and been more variable. The 48 cans of each which have 
been examined since the end of the first year averaged 6.9$ broken seals 
for GDI, 4-3$ for CD3, 15.0$ for CD4, 4-1$ for CD5, and 10.6$ for CD8. 

Highest percentages were observed variously at all periods, but periodic 
averages for the five items at 12, 18, 24, 36, 48 months were 0.1$, 5.3$, 
9 .0$, 13*2$, and 5.3$, respectively, indicating an apparent time effec 1 
up to three years. Storage condition averages from IB through 48 months 
were 5-2$ from 100°/80$, 7.4$ from 40° and 70°/57$, 8.1$ from 100°/57$, 

9.1$ from 0°, and 11.8$ from 70°/80$, a rather irregular pattern. Thus, 
though general averages were higher for crackers and biscuits in waxed 
glassine than for wafers in glassine or crackers and biscuits in waxed paper 
and cellophane, individual item and can differences were by far the great¬ 
est sources of variance in percentages of broken seals. 

Tom Packages. As with broken seals, percentages of tom packages • 
have remained lew, though not progressive, in wafers CD9 and 10, four 
year averages being .33$ and .11$, respectively. There have been no 
tom packages in CD2, but the other waxed paper package, CD7, averaged 
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TABLE 8 

PACKAGE DEFECTS IN WHEAT ITEMS STORED 48 MONTHS 
(as percent of packages) 
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Table 8 (continued) 
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5.456 since 18 months and the cellophane package, CD6, has had more than tvice 
as many tom packages (13.756) as any other item. Four year averages for 
waxed glassine packages of CD1, 3, 4, 5, 8 ranged 1.5 - 3*356* average 2.856, 

Periodic averages for the seven crackers and biscuits (excluding CD2) 
at 12, 18, 24, 36, 48 months were 1.756* 2.8$, 9*4$, 6.6$, and 3*4# respec¬ 
tively. Corresponding averages for storage conditions were 3.4# for 100° 
and kO°F, 5.2$ for 70°F, and 7-9$ for 0°F. As with broken seals, item and 
can differences were the greatest sources of variance. 

Total Packages Broken : As shown in Teble 8, there were no broken 
packages at kB months in CD3, and total breakages for CD1, 6, 7, Q and 10 
were the sums of unsealed and torn packages. The single broken seal was 
the only defect in the waxed paper packages of CD2. All unsealed packages 
were also torn in CD5, end all tom packages also unsealed in CD8; in CD4, 
seme but not all defective packages were both unsealed and tarn. 

Rie time effect was definite for wafer CD10 (general average 1.30$) and 
fairly definite for wafer CD9 (average .77$); together these averaged .68$, 

1.0 6 $, I.3256 and 1.4356 broken packages for the four years. The other seven 
items reached maximum valves at 18-36 months, possibly because the best cases 
of each item were scheduled for longest storage and cases showing any sign of 
even slight damage were utilized during the first to third years. If this 
had any influence on the maxima, the time effect may have actually extended 
beyond the periods at which they were reached. At any rate, item differences 
were quite large, 12-48 months averages being 4.756 for CD3 and 5, 7*156 for 
CD1 and 7, 9-9$ for CDS, 14.056 for CD6 (cellophane), and 15-356 for CD4. For 
storage conditions over this period, the seven items averaged 5.856 far 100 °/ 80 $, 
7.656 for 100° and 4o°/5756, 9.256 for 70°/5T$, H.056 for 70°/8056, and 12.756 for 
0°F. Increased flexibility at 100° and greater brittleness at 0°F may have in¬ 
fluenced breakage at these temperatures. but the 70° and 40°F averages do not 
fit the pattern. In general, both time and temperature effects on unsealing 
or tearing of packages are open to question. 

2. Condition of Products (Table 9) 

Breakage of products were calculated as percentages of score-lines broken 
in the multi-unit layers and percentages of broken units. Can totals de¬ 
termined for these calculations were as follows: 

CD Score Line s Unite CD Score Lines Units 

1 

2 

3 

4 


227 

454 

5 

1286 

1286 

1172 

1172 

6 

1713 

1713 

906 

906 

7 

1363 

1363 

223 

446 

8 

584 

1168 
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included in mean values for crackers and biscuits, 
'Significant difference for items in rooms. 
Significant difference for item means. 





















Wafers CDQ and CD10 both had 756 units tier can, packed as individual 
units (six units per package, no score lines). 

Score Lines Broken . For the eight cracker and biscuit items, periods 
of highest and lowest percentages of separation of units at score lines both 
ranged from 12 to 4ft months and averaged between 24 and 30 months. 

Compared to the 48 months values of Table 9, previous low item values 
were 2.5 t 3.8$ lower, previous high item values were 1.1 t 1.7/6 higher, and 
the 12-48 months mean values were 0.7 t 1.9 lower. Thus, considering the 
wide ranges of high and low periods and of individual item levels, any state¬ 
ment as to a possible time effect on broken score lines would appear to be 
extremely ."/■ As groups, crackers averaged 15*7)6, biscuits 5*9)6, 
but cracker CD8 (7*7)6) was lower than biscuit CD7 (10.9)6). 

Effects of storage conditions on score-line breakage were also quite 
indefinite. For crackers, 12-48 months averages were 16.7)6 ahd 100°/80)6 
and UO°/57%, 15*6 I .1* at 70°/S0% and 0°, 14*8 t .1# at 100°/57)6 and 
70°/57%. For biscuits, 0° average was 6.8^, 100°/57% was 5.1)6, the other 
four conditions averaging 5*8 t .3)6. Thus score-line breakage varied with 
products, items, and cans within items, but apparently not with storage time 
or storage conditions. 

Crumbling of edges of units was recorded for bulgur wafers as shown 
in Table 9* Time and storage condition effects were also indefinite for 
this defect. For CD9, crumbled edges ranged from 20.9)6 at 18 months to 
42.5)6 at 24 months, average 32.8)6 of the units. Corresponding values for 
CD10 were 36.5)6 to 73*6)6, average 50.2)6. For storage conditions, CD9 
averaged 36.7 ± 1.8)6 for the 100°F and 7Q°/57% samples, 23.9 ± 2.3)6 for the 
other three; CD10 averaged 54*3 i *8^ for) 100°F and 70°/30%, 46.2 _ 1.9)6 
for 70°/57)6, 40 o / 57)6, and 0°F. Thus the main sources of variance were 
apparently items and cans, although slightly more crumbling at higher 
temperatures is suggested. 

Moderate Unit Breakage . There was little indication of a time effect 
on moderate unit breakage of any item except biscuit CD4, which ranged 
progressively from 11.3% average at 12 months to 18.9)6 at 48 months. High 
and low averages for other items ranged over the entire storage period. 
General averages were .18 and .36)6 for wafers CD9 and CD10; 1.8, 3*4 and 5J$ 
for biscuits CD2, 6 and 7; 12.5 i *2^ for crackers CD1 and 3; 14*9 i .2)6 for 
biscuit CD4 and cracker CD8; and 19*0^ for cracker CD5. Thus items in 2^- 
gallon cans (CB1, 3, 4) averaged 13.2 t 1.1$, while crackers in 5-gallon 
cans were higher (17*0 t 2.0)6) and biscuits and wafers in 5-gallon cans 
were lower (5*4 - 0.2%); it is probable, however, that this resulted from 
item differences without association with can size. 
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Temperature effects were also rather indefinite- Wafers averaged .20$ 
breakage at 100°F, .25$ at 70°, .34$ at 40°, and .39$ at 0°; corresponding 
averages for crackers CD5 and 8 were 16.2$, 15.6$, 19.0$, and 19.3$. Items 
CD1, 3 and 4, however, averaged 14.7 t 2.5 at 70°F and 12.5 t 2.0 at other 
temperatures, while biscuits CD2, 6 and 7 averaged 4*2 1 2.0$ at 70°/5?$ 
and 0°F, 3-2 t 1.4$ at other conditions. Despite the suggestion that 
breakage may have tended to be higher at lower temperatures, product, item 
and ^an differences were too large to permit any definite assumptions of a 
temperature influence. 

Crushed Units . Although only four items had crushed units at 48 months, 
severe breakage was observed at various periods in all items except wafer 
CD9. Among the 60 cans of each of the other nine items examined from 12-48 
months, crushed units were observed in 179 of 540 cans, or about 33.1$ of 
the cans contained crushed units. By periods, there were 59, 47> 30 , 18, 

25 cans at 24 , 12, 36, 18, 48 months, so a time effect seems questionable. 
Temperature differences were also quite variable, 0°F and 70°/80$ conditions 
averaging 2.12$ crushed units in 55 cans of crackers and biscuits, 100°/80$ 
and 40°/57$ averaging 1.60$ crushed in 54 cans, and 70°/57$ and 100°/57$ 
averaging 1.19$ crushed in 67 cans. By items, crackers CD5, 8, 1 and biscuit 
CD4 had 50, 30, 17, 13 cans averaging 2.09-1.94$ crushed units, cracker CD3 
and biscuit CD6 had 21 and 15 cans averaging 1.28 and 1.07$ biscuits CD? and 
CD2 had 26 and 4 cans averaging .53 and .19$ crushed, while wafer CD10 had 
3 cans averaging 6.03$ crushing from denting in of can walls. Some of the 
cracker and biscuit crushing was in dented cans, while there were some showing 
no physical evidence of damage. 

Total Product Breakage . Total breakage, calculated from total units 
per can as given above, was the sum of score line and unit breakage, with 
two exceptions: (l) score line breakage in 2-unit layers was counted at 
half value for total, as there were twice as many units as score lines, and 
(2) combined breakage per layer was limited to two breaks for 2-unit layers 
and four breaks for 4-unit layers, even though three and five-eight breaks 
may have been counted for separate calculations of score-line and unit break¬ 
ages. As shown in Table 9, crumbled edges instead of score-line breaks are 
included for wafers CD9 and 10, but the general condition means and total 
mean value (19.76$) include only crackers and biscuits CD1-CD8. 

Periodic total means for crackers and biscuits were 18,65 t .10$ at 12 
and 18 months, 21 . 52 $ at 24 months, 19.69 - .07$ at 36 and 48 months, not 
enough difference to indicate any time effect in comparison with the wide 
ranges of item means and can differences as illustrated in Table ?. Similarly, 
means for storage conditions over this period were 18.10$ for 100°/57$, 19.66$ 
for 100°/80$, 19.94 - .10$ for the 70° and 40°/57$ rooms, and 20.25$ for 0°F, 
suggesting increased breakage at lower temperatures when, in fact, almost 
45$ of the samples compared during the four years of storage had higher total 
breakage at higher temperatures. 





Item differences in total breakage were significant. For the five 
examinations from 12-48 months, biscuits CD2 and 6 averaged 6.4 i 2.2#, 
biscuits CD4 and 7 and Cracker CD8 averaged 18.0 t 2.1%, crackers GDI and 
3 averaged 26.6 ± 4«0#> and cracker CD5 averaged 37.2 t 2.5%; averages for 
wafers, almost entirely as crumbled edges, were 33-0 ± 8.2# for CD9 and 
50.8 t 13.8# for CD20. Many factors such as degree of baking, depth of 
score lines, sharpness of edges and corners, cupped or flat layers, jamming 
of loose units from broken packages toward the bottoms of the cans, tender¬ 
ness or toughness of units and, of course, extent of rough handling and can 
damage, contributed to the item difference. Time and temperature differences 
apparently had little influence. 

3. Appearance and Color (Table 10) 

Sensory scores were assigned by five experienced judges who have a 
performance record of reacting in similar manner to sample differences 
(can variance t .22 - t .67, mean t . 41 ), although tending to use somewhat 
different rating levels (mean judge variance t 1.14) on the xO-1 scale 
indicated in Table 10. Samples were presented six par session (one from each 
storage room), two sessions per item, so duplicate cans were scored on dif¬ 
ferent sessions; all samples were Identified, and comparisons among storage 
conditions were invited in the ca'.aems. 

Storage had relative little influence on appearance end color scores 
of products at 70°F and below, as variations among cans were greater than 
those resulting from occasional dullness at 0° or "glazing" at 70°. In 
general, products at 100°F assumed a glazed appearance with some fading of 
"redness" of color, but these changes were not considered very detrimental 
in many instances. Hus, item differences, usually associated with degree 
of browning when baked, have largely determined appearance and color scores. 

Combined appearance-color scores of Table 10 are fairly typical of the 
four-year storage pattern, though slightly lover ( 6 . 98 ) than average scores 
for the first three years (7.16). Items CD1 and 6 , medium brown, CD7, light 
brown, and CD10, "toasted", were scored lower at 100°F because of fading. 
Comments by judges indicated that all other scores depended more on can and 
item characteristics than on storage changes. As examples, CD3 and 4 (pale), 
CDS (light brown) and CD5 ("toasted") were unevenly browned in various 
samples. The 0°F samples of CD2, a light brown item, were baked darker than 
usual. Wafer CD9 has been the most uniform of the ration items, with general 
slight fading of the medium brown color at 100°F storage. Item averages for 
CD2, 3> 4 were .58 t .09 lower than averages for the first three years, and 
C-D10 averaged .23 higher than on previous examinations; the other 3ix items 
were intermediate, CD 6 and 9 averaging .21 t ,11 higher, GDI, 5 , 7 and 8 
averaging .16 t .06 lower than at 6-36 months, but none having maximum or 
minimum averages at 48 months. 
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4. Hunter Color Values (Table 11) 

Color values were determined on duplicate samples from each can, 
chopped and sieved to 14-mesh, using a Hunter type color and color 
difference meter set with NBS reference Maize (L = 73.8, a = 1.4, 
b = 31.4 

Hunter L . The L value, a measure of "lightness” of color, tends to in¬ 
crease with fading of color or glazing of sample surface, or decrease with 
darkening or dulling of the surface. There has been very little darkening 
of the shelter rations in storage, and relatively little dulling of surface 
except a slight loss of "shine" with extended storage. Thus the character¬ 
istic change in L values has been increase, generally proportional to 
storag temperature and, somewhat less definitely, to storage time. 

The following summary of changes indicates the relationship of the L 
values shown in Table 11 to trends during the four years of storage: 

temperature maximum increases in L values subsequent decrease tc 43 mo.* 


F 

average 

range 

period* 

average 

range 


units 

units 

av. Imo. 

units 

units 

100° 

5.8 t .8 

4-3 - 7.0 

3? i 10 

i.o i 1.0 

.0 - 3.1 

70° 

4.7 ± .3 

3.1 - 6.0 

35 ± 9 

1.0 + .8 

.0 - 2.4 

40 J 

3.7 ± 1.2 

1.4 - 5-0 

35 + 13 

.8 ± .8 

.0 - 2.5 

0° 

2.9 + .7 

2.3 - 4.0 

28+? 

.9 + .6 

.0 - 1.3 


^Periods of maximum L values ranged 18 to 48 months at all storage 
conditions; thus periods of decrease ranged 30 to 0 months. 

Samples reaching maximum L values at 48 months included CB3 (70°/80^ 
and 40°) CD5 (100°), CD6 (100° and 40°), CD7 and CDS (70°/57*), CD9 (100°, 
70°/57*, 40°, 0°) and CD10 (100^/80* and 40°); CD3, 7, 8 are pale to light 
brown items, CD6 and 9 are medium brown, CD5 and 10 are dark brown. 

Hunter a . The "a" values indicate relative amounts of red color when 
positive, green when negative; the "pale" items CD3 and CD4 were more green 
than red, but values were so small that the predominant hue was yellow. The 
red component of other items (Table 11) resulted in appearance ranging from 
light tan for CD2 to deep brown for CD5 and CD10. 

The characteristic change in "a" values was decrease, resulting fticro 
fading of color, at higher temperatures. There were also slight increases, 
particularly at lower temperatures, but many of these could have been due to 
sample variation, as ranges were not general / greater than those of faded 
samples at 100°F. A summary of changes, for comparison with values given 
in Table 11, is as follows: 
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Table 11 (continued) 
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^Significant difference for items in rooms. 
Significant difference for item means. 















Prom storage at 100° F, items CD1, 2, 3 and 6 had no "a" values above 

initial. Other items averaged .4 t .4 increase at 20 t 8 months. For de¬ 

creases, items CD2, 3, 4, 5 and 9 reached minimum values at 48 months, averag¬ 
ing 1.5 - .7 below initial values. Other items averaged 1.3 t .5 decrease 

at 28 ± 11 months and were 1.0 t .7 below at 48 months. 

At 70°F, all items exhibited slight increases within the first two years, 
averaging .4 t .4 above initial at 18 t 5 months. Items CD2, 3, 5 and 10 
reached minimum values at 48 months, 1.4 t .7 below iniv.ial; other items 
averaged .9 - .4 below at 31 t 17 months and .8 t .4 below at 48 months. 

Increases were slightly higher during the early years at 40° and 0°F, 
averaging .7 i .2 above initial in 20 1 9 months at 40 ° and .9 i .3 above 
in 20 t 7 months at 0°. Items CD4, 6, 7 and 8 at 40°F decreased to ,8 1 .3 
below initial at 6, 36, 6 and 24 months, respectively, averaging .4 i -3 
below at 48 months; other items were lowest at 48 months, the reduction from 
initial averaging .9 - .6 unit. At 0°F, early increases averaged .9 - .3 at 
2C 1 7 months; items CD2, 7 and 10 averaged .4 t .4 below initial at 30, & 
and 12 months, respectively, and .1 t .1 below at 48 months; the other seven 
items reached maximum reduction of .5 - .3 at 48 months. 

In general, the initial increases resulted in an appearance of a richer 
shade of color, while quite a few of the increases following low values at 
intermediate periods were accompanied by comments indicating dulling or slight 
browning of the samples. These late increases averaged only .3 unit at 100°F, 
.1 unit at 70°, .4 unit at 40°, and .3 unit at 0°, however, and included only 
five, six, four and thiee items, respectively, so no serious degree or amount 
of browning was involved. 

Hunter b . The '-'b" value denotes yeilcw when positive, blue when negative. 
Changes in the yellow values of shelter ration samples were very slight, and 
all trends were for increase. The initial average for the ten items was 21.99; 
the ten means shewn in Table 11 vary from initials by +.26 t .42. Periodic 
means averaged 0-02 i .04 below initial at 6, 18, 24 months and .30 ± .04 
above initial at 12, 36 and 48 months, corresponding roughly to periods of 
slight increase and subsequent decrease in "a" values. Thus the general trend 
was slight increases in yellow with decreases in red, typical fading but not 
typical browning. 

The temperature pattern, also slight, has nevertheless been relatively 
consistent with other trends. Averages for the "low" and "high" periods 
noted above were: 



6, 18. 24 mo. 

12. 36. 48 mo. 

6-48 mo. 

100° F 

22.05 ± .07 

22.43 ± .05 

22.24 ± 

.20 

70° F 

21.94 ± .10 

22.17 ~ .09 

22.05 ± 

.15 

40° F 

21.90 t .05 

22.21 + .09 

22.06 t 

.18 

0°F 

22.03 t .08 

22.31 ± .12 

22.1? t 

.17 
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The tronds for relative stability at 70° and 40° F, increased yellow with 
fading of red at 100°F, and smailsr increases with "deepening" of color at 
0°F are clearly seen even in these slight changes in the "b" component of 
ration color. 

a/b Ratio . Changes in the ratio of "a" to "b" provide a good index of 
changes in hue for products of the shelter ration types. Initial ratios for 
the items, in the order listed in Table 11, were .203, .054, .269, and .120 
for the crackers; .097, .030, .219, and .115 for the biscuits; and .166 and 
.238 for the wafers. Thus order of pale to brown for the rations, based on 
relative values for all components, was CD4, 3, 2, 7, 8, 9, 6, 1, 5, 10, 
(Figure 1) and the general mean ration, .155, fell between the center items 
of the array, CD8 and CD9* Initial standard difference among replicate 
cans was .031, the same as at 48 months. 

Reference to the a/b ratios for wafers CD9 and CD10 in Table 11 confirms 
previous observations that this product did not differ much from initial hue 
and chroma after four years in storage. There were storage changes—L values 
increased steadily beginning with the first year as the wafers assumed a 
somewhat glazed appearance, "a" values increased gradually through the second 
year and returned to about the initial level by the fourth, and "b" values 
fluctuated slightly with little net change through the third year and in¬ 
creased moderately during the fourth. Thus the wafers were somewhat brighter 
and slightly redder in appearance through the third year (higher L and a/b), 
more glazed but about "normal" in hue and chroma at the fourth year. The 
temperature effect was generally small, even between the 100° and 0° samples. 

The a/b ratios for crackers and biscuits showed the fading effect of 
higher temperatures on the "a" or red component-. With the exception of the 
darkest item, cracker CD5, which had unusually high "a" values and low "b" 
values at 36 months, there were no average a/b ratios as high as initial 
at any period of storage at 100°F. Average decreases in ratios at this 
temperature were .032 I .007 at 6-24 months, .039 at 36 months, .070 at 
four years. All samples of CD1 and CD7 and 83% of other cracker and biscuit 
samples also remained below initial a/b ratio in storage at 70°F. Decreases 
at 70 ° averaged .010 Z .010 at 6-24 months, .019 and .052 at three and four 
years. These represent easily apparent fading for all periods at 100°F, and 
for the last two years at 70°. 

Changes in crackers and biscuits were more variable at the lower temper¬ 
atures. In 40 F storage, a/b ratios averaged .007 belcw initial during the 
first year, .014 above the second year, .005 above at 36 months, .035 belcw 
at four years. Samples from 0°F averaged .005, .011, .030, .017, and .011 
above initial at 6, 12, 18, 24 , 36 months, and had faded slightly to an 
average of .022 belcw initial ratio by the end of the fourth year. Changes 
at these temperatures were generally not apparent or. visual inspection, as 
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Positions for Physical Characteristics of Cereal Items at 48 Months 
(positions designated by CD item numbers) 






differences between 40° and 0° f-mples were seldom great, and there were 
no reference samples except the lighter ones from the higher temperatures. 

The relationship of color to product breakage, both ranked from low 
to high (pale to brown for color) is shown in Figure 1. Correlation of 
rank order of items was .53, that for range position of items was .43, 
indicating some tendency for lighter colored items to have less breakage 
and darker items more. The notable exceptions were CD3 and 4, having about 
20J? breakage,which were apparently baked too light and fragile, and CD6, 
which seemed to be baked too dark and tough to break. 

5. Fracture Strength (Table 12) 

Twenty units selected in a systematic manner from each can were used to 
determine fracture strength. Each unit was supported by four comer blocks 
of about 1/16 sq. in. area and the dull point of a weighted plunger was 
rested on the center of the unit. The plunger carried fixed weights varying 
from 400 to 1600 grams, depending on the fracture resistance of the unit, 
and additional weight was added to the point of fracture by applying in¬ 
creasing pressure on the plunger with a 1000-gram spring-loaded pressure 
tester. 

Initial fracture ranged from 1060 g. for CD3 to 2160 g. for CD9; with 
a mean of 1415 g- for the ten items. As seen in Table 12, range at 48 
months was 1036 g. to 2378 g., item means 1072 g. to 2306 g., general mean 
1543 g. In view of the wide range, the 147 g. standard difference between 
duplicate cans, and the 145 g. standard deviation of replicate unit 3 , no 
consistently significant differences have been found associated with either 
storage time or temperature. There were certain rather erratic trends, 
however, among various groupings of items. 

In general, items CD1, 2, 3 and 7 showed higher than initial averages 
during the first year, lower during the second, with a gradual increase 
during the third and fourth years. By temperatures, as differences from 
initial averages, this trend was as follows: 


storage 

6 months 

18-24 months 

48 months 

total storage 

°F 

change 

change 

change 

change 

100 

+ 61 

- 60 

+ 31 

+ 5 

70 

+149 

0 

+ 70 

+42 

40 and 0 

+150 

+ 6 

+ 55 

+58 

mean 

+120 

-18 

+ 52 

+35 


There was both greater and less variability in trends among various 
of the other six items, but the general direction of change was increase 
from the beginning of storage, with fluctuations at later periods for some 
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cans were 




items. CD5 increased with every examination, CD4 and 8 increased in two 
stages with a downward shift at 12 and 24 months, respectively. The wafers, 
CD9 and 10, increased through the third year, then shifted downward at 48 
months, while CD6 increased through 18 months, drifted downward through 36 
months, and back to the 18 months level at 48 months. Mean values for the 
six items at 6, 24, 48 months and for the total period, as differences from 
initial, were: 


storage 

6 months 

24 months 

48 months 

total storage 

OF 

change 

change 

change 

change 

100 

- 70 

+ 65. 

+ 119 

+ 38 

70 

- 83 

+ 25 

+ 135 

+ 30 

40 and 0 

- 22 

+ 82 

+ 134 

+ 53 

mean 

- 58 

+ 57 

+ 129 

+ 42 


Apparent trends as illustrated for both groups of items could very well 
have resulted from combinations of random variance, but suggestions of possible 
time and temperature effects ware as shewn. 

The lack of a significant relationship between fracture strength and 
product breakage may be seen in Figure 1. With both ranged low to high, rank 
order correlation for items was -. 04 , that for fracture and breakage range 
positions -.28. The latter, which is equivalent to the direct correlation 
between fracture and breakage values, indicates a very slight tendency for items 
with lower fracture strength to have more breakage, as in the crumbly wafer CD10, 
or less breakage with higher fracture value, as in tough biscuit CD6. CD2 and 9 
ranged in the same direction as CD6, all others in the same direction as CD10, 
but the comparisons were too variable for significance. 

Fracture strength and color corresponded somewhat more closely, rank 
order and range position correlations from Figure libeing .50 and .52. Items 
CD3 and 4 were light-baked and tender, CD7 and 8 medium brown and moderately 
tender, while CD6 was brown and tough as mentioned previously. Not checking 
as well, biscuit CD2 was moderately baked but fairly hard, wafer CD9 was a 
rich medium brown but was quite compact, wafer CD10 quite "toasted" but crumbly, 
while crackers CD1 and 5 were brown and brittle. 

6. Moisture Conteno (Table 12) 

Moisture content was determined on duplicate 14-mesh samples from each 
can from los3 of weight after heating 5-gram aliquants 24 hours at 70°C under 
a 29-inch vacuum. Initial moistures ranged 1.4 2% for cracker CD5 to 4.03J? 
for wafer CD10, mean 2.53^• As seen in Table 12, moistures at 48 months had 
somewhat less range but about the 3ame mean. Periodic mean values have ranged 
from 2 . 275 ? at 18 months to 2.86% at 12 and 24 months, storage condition means 
have differed by less than half this range, and there has been no consistent 
association of moisture values with any storage effect. 
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Several relatively low but statistically significant correlations of 
moisture with fracture strength have been observed within items; these were 
characteristically negative for crackers and positive for biscuits and wafers 
as product groups, but quite variable among items. Figure 1 shows relatively 
poor agreement between moisture and fracture (rank order correlation . 30 , range 
position .34) at 46 months, but the average trend was positive except for CD3, 

6, 8 and 10. Items 3, 8 and 10 had relatively higher moisture than fracture 
value, CD6 high fracture with lower moisture. 

Correlation with breakage was slightly higher (.32 rank order, .3? range 
position), with color somewhat lower (.21 and .20, respectively). Low moisture 
items CD7 and 5 had moderate (CD?) and high (CD5) breakage and color; high 
moisture wafer CD9 had moderate breakage and color, though all three measure¬ 
ments were high for wafer CD10. Other moistures were in the moderate range, 
with higher color for CD1 and 6, lower color for CD3 and 4> lower breakage for 
CD2 and 6. 

Perhaps the best suamai/ for moisture is that it was apparently not very 
closely related to anything except items. 

7. Rancidity Values. (Table 13) 

Peroxides . As initial products of oxidation, peroxides were determined by 
extracting fat with chloroform, mixing extract with 1.5 volumes glacial acetic 
acid, reacting with potassium iodide, and titrating liberated iodine with aodipm 
thiosulfate. The general pattern has been about the same for all items at all 
temperatures: (1) increase over the first year as oxygen starting at normal 
tension was utilized in reactions stimulated by baking end canning; (2) more or 
less sharp decrease to low values at periods ranging from 18-36 months as peroxides 
were involved in secondary oxidation reactions, and ( 3 ) a slew and relatively 
uniform "steady-state" increase over the last one or two years of the four-year 
period* 

The period timing of tho pattern, and the high and low levels reached, have 
varied considerably with temperatures, products, and to some extent, with leaking 
cans. All items except CD/*, the biscuit with more than SO$£ leaking cans, reached 
high 100°F peroxide values at 12 months, crackers averaging 25.4 m-eq., biscuits 
6.1, wafers 3*9, from initial values of .8 for crackers and biscuits, 1.7 for 
wafers. At 70°F, wafers had high values averaging 10.4 at 12 months, while 
high values for crackers at this temperature, averaging 4.3, were reached vari¬ 
ously at 12 months or during the second increase period at 36 or 48 months. 

All biscuits at ?0°F ard below, and crackers at 40° and 0°, reached higher 
values during this second increase period, but high levels for wafers were 
at 12 months even at the lower temperatures, averaging 5-6 at 40° and 4.1 at 0°F. 
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The reason for noting the variations in pattern is that aroma and flavor 
of the products were related to these variations. The sharp increases in 
oxidation at the higher temperatures during the first year seldom had much 
influence on sensory quality, except a slight staleness, as the reactions were 
apparently producing mostly peroxides, which are odorless and tasteless. 

Staleness appeared during the subsequent periods when peroxides were, it is 
assumed, being depleted by secondary oxidation reactions. During the inter¬ 
mediate periods, crackers and biscuits dropped to average lows of 1.2 and ,7 
at 100°F, .6 and .1 at 70°, and .05 for both at 40° and 0°; wafers averaged .1 
low at 100° and 70 ° but did not drop below .2 at the lower temparatures, from 
highs above those of crackers and biscuits au every temperature except 100°. 

Thus the wafers apparently established a "steady-state" pattern earlier than 
crackers and biscuits, and were generally scored lower on aroma and flavor; in 
fact, wafers at 70°-CrF were scored lower than those at ICO 0 in some instances. 

The peroxide levels resulting from the second period of (gradual) increase 
are given in Table 13. Aroma and flavor scores for rations at 100°F, and to 
some extent at 70°, have dropped during this period, and most of the samples 
have been marked rancid at 100° and definitely stale at 70°. The peroxides 
actually do not vary among temperatures as much as at earlier periods, but 
aldehydes and other secondary products have apparently accumulated to the limits 
of taste tolerance at 100°. 

The relation of 48-months item residuals of canspace oxygen to mean 
peroxide levels is shown in Figure 2. Rank order correlation is .24, range 
position correlation .09, indicating very little association. Higher peroxides 
with lower oxygen are seen in items CD9 and CD6. Peroxides were relatively high 
in the high-oxygen leakers of CD4, and relatively low in CD1 and 2, which have 
retained more ixygen in non-leaking cans than any other items. CD10, however, 
had low oxygen and peroxides (except at 40°F), while CD3, 5, 7 and 8, with in¬ 
termediate oxygen levels, spread over 1% of the peroxide range. Thus the relation 
of peroxides and oxygen residuals is rather obscure. 

Free fatty acids . The free fatty acids were titrated by combining equal 
volumes of neutral ethanol with the chloroform extracts of the fats and neutral¬ 
izing with ethanolic alkali solution. Initial values, in the order listed in 
Table 13, were .17, .23, .19, .36, mean .ZU% for crackers, .16, .61, .13, -28, 
mean .29% for biscuits, and .34, -32, mean .33^ for wafers. Although hydrolysis 
of fats is frequently associated with high moisture, the only suggestion of such 
among the CD rations was with the high-moisture wafers; crackers CD3 and CDS 
and biscuits CD4 and CD? contained lower quality fats, particularly CD4. 

The pattern of changes in free fatty acids was different from that of 
peroxides in that there was no general increase in free acids during the first 
year of storage. The lowest values determined at 100°F averaged .22% for cracxers, 
.28^ for biscuits, .1*2% (some increase) for wafers at periods ranging 6-24 
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months. Corresponding lows at 70°F were .17, .24 and .32$ at 6-48, 18-48, 
and 24 months, respectively; at 40°F and 0°F, lowest values averaged .15/? 
at 18-48 months for crackers, . 24 $ at 24-48 months for biscuits, . 31 $ at 
18-24 months for wafers. As free fatty acid3 oxidize as readily as intact 
fats, posribly more readily, it seems probable that low acid values were as¬ 
sociated with periods of most active oxidation. 

All sampler averaged higher in free fatty acids with increasing storage 
at 100°F, and there were slight increases at the lower temperatures, partic¬ 
ularly in vafors. Highest values obtained at 100° averaged .67$ at 36-48 
months for crackers, and .66$ and .89$ at 48 months for biscuits and wafers. 
High values frcs 70° storage, ranging 6-48 months for crackers and biscuits 
but at 48 months for wafers, averaged .28, .35, and .49$ respectively. From 
40 c and 0°F, corresponding highs were .26, .33, and .42$. 

There was le33 direct association of changes in acids with sensory 
changes than observed with peroxides, but samples containing more than 
•5-.6$ free acids were usually described as having a slight "soapy" or 
"acrid" flavor. As seen in Table 13, this applied to the 100°F samples of 
CB3, 7, 8, 9, 10 and to all samples of CD4, although the latter were noted 
only infrequently at lower temperatures. 

The correlations of free fatty acids with peroxide values are illustrated 
in Figure 2. Rank order correlation was .636 and range position .614, in¬ 
dicating a fair agreement between tne two measures of fat rancidity. CD1 
and CD9 corresponded closely on low and high ends of the range, respectively, 
and agreement was within 20$ for CD2, 3 and 8, again covering most of the 
range. CD6 and CD10 agreed very poorly, CD4, 5 and 7 were divergent by about 
30$ of the range; there appeared to be no tendency for agreement or lack of 
agreement to be associated with levels of either peroxides or free acids. 

With canspace oxygen and free fatty acids, rank order correlation was 
.188, and range position .016. No consistent relationship between these 
two factors has been observed during the study. 

8. Sensory Scores for Texture, Aroma and Flavor (Tables 10 and 14) 

Texture . All senrcry scores were obtained as described above for ap¬ 
pearance and coior. With moderate periodic fluctuations and some reduction 
at 100°F, texture scores ir. general averaged about -45 below initial average 
through the first three years. At four years (Table 10), cracker CD1 and 
biscuit CD6 averaged above initial, but the other items averaged about .85 
below. Most of the decrease wri3 at 100°, with some at 70°, very little at 
40° and 0°F. ' 

Cracker CD1 at 48 months averaged .85 above initial and .53 above the 
6-?6 months mean, with temperature differences as shown. The other crackers 
vere under initial average, 7-17, by 1.62 at 100°, .75 at 70°, .33 at the lower 
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temperatures. Similarly, biscuit CD6 averaged .17 above initial, ana exactly 
the same as at 6—36 months; other biscuits, although higher than CD6, were 
nevertheless under initial, 8.07, by 1.83 at 100°, 1.07 at 70°, .67 at 40° and 
0°. Wafers averaged 6.00 initially, 6.32 at 6-36 months, 5-82 at 48 months, 
the latter being .38 and .20 below initial at 100° and 70°, .02 above at 40° 
and 0°. 

No explanation was suggested for the increase in texture scores of + 
cracker GDI; this item averaged 6.22 and 6.37 at 6 and 12 months, 6.81 - 
.02 at 18-36 months, 7.35 at 48 months. Fracture strength decreased roughly 
in proportion to increased texture scores through 36 months, but was back 
near initial level at 48 months. The decrease in other items at 100° and 
70°F probably resulted in part as a reaction to increased rancidity and 
staleness; fracture strength averaged only slightly lower at 100°, no lower 
at 70°, the only unquestionable difference being in aroma and flavor. 

Aroma . General mean scores for aroma were 6.87 for initial averages and 
6.03, 5-92, 5*81 and 5.13, at the four yearly examinations. For proaucts, 
initial averages were 6.95 for cracKers; 7*12 for biscuits, and 6.20 for 
wafers. Scores given in Table 14 averaged the following decreases from 
36-months and initial average levels: 


temperature 

crackers 

biscuits 

Wafers 

°F 

decrease from 

decrease from 

decrease from 

36 mo. 

initial 

36 mo. 

initial 

36 mo. 

initial 

100 

.81 

3.64 

1.65 

4-32 

.92 

1.97 

70 

.52 

1.12 

.70 

1.61 

.30 

1.30 

40 

.33 

.28 

.62 

.80 

•35 

.15 

0 

.47 

.25 

.45 

.32 

-.15 

-.45 


Thus, decreases in aroma scores during the fourth year were proportionally 
larger than for previous periods in all product storages except crackers stored 
at 100°? and wafers at 70°. Note that all 40° and 0°F averages at 36 months 
were above initial averages except that for biscuits at 40°, and the 0° average 
for wafers is still above the initial averages. Present low scores, 2.2 for 
CD6, 7, 8 at 100°F, correspond to a rating of about 4*65 on the hedonic scale, 
and the 100° mean score, 3*29, to about 5.25 hedonic, whereas the hedonic 
averages actually assigned (Tabla 15) were 3-47 and 4.00 for CD6, 7, 8 and 
the general mean at 100°. 

Flavor , Initial flavor scores averaged lower than aroma scores for 
crackers, 6.42 and wafers, 5*80, but higher for biscuits, 7.52- General 
initial and yearly averages were 6.74, 6.15, 5*81, 6.00, and 5.00, higher 
than aroma averages at one and three years. Product and temperature decreases 
from 36-months and initial levels for the scores of Table 14 are as follows: 
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temperature 


Crackers 
decrease from 
36 mo. initial 


Biscuits 
decrease from 
36 mo. initial 


Wafers _ 

decrease from 
36 mo. initial 


100 

1.00 

3.36 

2.00 

4.7? 

1.27 

1.35 

70 

.91 

.87 

• 96 

2.10 

1.00 

1.20 

40 

.40 

-.05 

• 77 

1.15 

1.15 

-.10 

0 

• 52 

-.02 

•47 

.40 

1.10 

-.15 


Thus, greatest average decreases were during the fourth year in all pro¬ 
ducts and storages (there were certain item variations). These decreases 
were from ave: age levels above initial in crackers at ?0°F and below, wafers 
at U0° and 0°, and biscuits at 0°; crackers and wafers still averaged above 
initial after 48 months at 40° and 0 n , as initials were relatively low for these 
products. The low average, 1.75 for CD7 at 100°F, and the 3.22 mean at 100°, 
correspond to 4-41 and 5.23 on the hedonic scale, with corresponding hedonic 
ratings averaging 3.66 and 4.17; the sensory quality judges were apparently 
scoring somewhat high in an attempt to eliminate "like or dislike" bias from 
product quality evaluation. 


The combined item averages of Table 14 are ranged for comparison with 
other stability factors as Sensory Quality in Figure 2. Correlations witn 
canspace oxygen and rancidity values as ranged were: 


sensory quality with: 

rank order 

range position 

canspace oxygen 

.21 

.20 

peroxide values 

• 98 

.91 

free fatty acids 

.49 

.52 


The relationship with canspace oxygen is < wry slight, CD2 (relatively 
high) and CD6 (relatively low) being the only good matches and CD3, 5 and 9 
(moderate tG relatively low) being fairly close. Correlation of low to high 
mean scores with high to low peroxide values was very good. CD1 (lower P.V., 
higher score) and CD? and 8 (higher P.V., 3.ower scores) corresponded exactly 
and CD5 (mid-range) and CD6 and 9 (lower scores with higher P.V.) averaged a 
spread of less than 10$ of the range; CD3 and 10 (lower P.V.);and CD4 (higher 
P.V.) varied by about 2G$ of the range. 

Though not statistically significant, some relationship was also suggested 
between sensory quality and free fatty acids. CD1 (lowest F.F.A., highest 
scores) and CD3 (mict-range) corresponded exactly, while CD8 and 9 (high FFA, 
low scores) matched within 15$ of the range. CD2, 5, 7 and 10, however, spread 
23$ to 39$, and <JD4 and 6 averaged 53$; i.e., scores and F.F.A. were apparently 
unrelated in these items. The total pattern indicates, nevertheless, a trend 
for a negative relationship between sensory scores and rancidity values. 




9. Hedonic Ratings for Aroma, Flavor and Palatability (Table 15) 

The hedonic rating panel consisted of 25 judges selected at random as 
available from a pool of about 100 people. Samples were rated in sets of 
six per judge per session, each set containing one can from each of the six 
storage conditions for a single item; thus, duplicate cans were scored on 
different sessions. The six samples for each session were randomly assigned 
to the six positions of a systematically arranged 6 x 25 bDocrifc: plan, the 
arrangement being such that each sample appeared in each of the six presents-, 
tion positions (1st to 6th) about the same number of times, and each of the 
25 blocks (plates) had the six samples in a different sequence. Arranged 
thus, the six samples were presented together, with scoring order numbered, 
so that direct comparisons could be made by any judge who so desired, and 
comments on these comparisons were invited. The numerical scale was the 
customary 9-poir.t hedonic range from "like extremely" to "dislike extremely". 

Aroma . Initial ratings averaged 5*85 for cfcacker3, 6.42 for biscuits, 
and 5*45 for wafers. Mean ratings for the four yearly examinations were 
5.66, 5*52, 5-48, and 4-96, as compared to initial general mean of 6.00. 

The ratings for 48 months, shown in Table 15, averaged as follows in com¬ 
parison to initial ratings and previous low scores: 

. .temperature _ Crackers _ _ Biscuits _ _ Wafers 

°F decrease from decrease from decrease from 



initial 

previous low 

initial 

previous low 

initial 

previous low 

100 

1.86 

• 33 

2.57 

• 92 

1.13 

.26 

70 

.55 

.29: 

1.05 

.40 

.68 

.02 

40 

.18 

.02 

.83 

.23 

CM 

-.16 

0 

.14 

-.06 

• 51 

.12 

-.11 

-.36 


Thu3, crackers and wafers at 0°F and wafers at 40° averaged higher at 
48 months than at some previous period, and wafers at 0° averaged .11 higher 
than initial. As seen in Tablf 15, 100° samples of CD6, ?, 8 and one of CD5 
averaged below 4*00. 

Flavor . Initial averages were 5-90 for crackars, 6.72 for biscuits, 
and 5-60 for wafers for a mean of 6.17. Yearly means were 5.78, 5.66, 5.53 
and 5-04. Differences between 48-months ratings and initial and previous 
low ratings for products and temperatures were: 


lerature Crackers__ _Biscuits__Wafers 


°F 

decrease 

from 

decrease from 

decrease from 


initial previous low 

initial 

previous low 

initial 

previous low 

100 

1.84 

.25 

2.67 

.87 

.96 

.21 

70 

.66 

.21 

1.30 

.53 

•63 

.04 

40 

.32 

.03 

.94 

.26 

.12 

-.06 

0 

.32 

.06 

• 77 

.26 

-.22 

-.58 
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Wafers averaged higher than for some previous period at 40° and 0°F, 
and higher than initial average at 0°. The 100°F samples of CD7 and 8, 
and one each of CD1 and CD6 were below 4-00. 

Palatability . Initial averages were 6.11 for crackers, 6.66 for biscuits, 
and 5*50 for wafers; for a mean of 6.21; yearly means were 5•97> 5*82, 5-75 
and 5.21. 

Reductions in ratings at 48 months from initial averages and previous 
low ratings were: 

temperature_ Crackers _ _ Biscuits _ _ Wafers _ 

°F decrease from decrease from decrease from 

i nitial previous low initial previous low initial previous low 


100 

1.64 

•49 

2.16 

.79 

.84 

•39 

70 

.72 

.27 

1.14 

.42 

.42 

.17 

40 

• 53 

.11 

.84 

.23 

-.02 

-.13 

0 

• 51 

.10 

.66 

.14 

-.33 

-.52 


Wafers stored 48 months at 40° and 0°F averaged higher than previous 
low values and initial values. As seen in Table 15, this did not result 
from scores being higher than for crackers and biscuits at these temperatures, 
but from both initial and previous scores for wafers being lower. Wafer scores 
at 100°F for all three hedonic ratings were above those of items CD6, 7 and 8, 
however; CD7 and 8 scored below 4.00 for all ratings at this temperature. 

Correlations of combined means for -he hedonic ratings of the ten items 
with the other factors connected with stability are illustrated in Figure 2. 
These were calc.5lr.ted as follows: 


\ rank order 


hedonic quality with: 


canspace oxygen 

• 43 

•43 

peroxide values 

.52 

.40 

free fatty acids 

.11 

.06 

sensory quality 

• 57 

.48 


For canspace oxygen and hedonic quality, items CD1, 2, 4 and 5 averaged 
only 3-5 - 1<0$ spread in range position, GDI, 2 and 5 being mid-range, CD4 
having high ratings with high (leaker) oxygen. CD7, also mid-range, was 
the only other item which was close (spread about 17%), so the general rela¬ 
tionship of hedonic quality and canspace oxygen applied to only about half of 
the items. With peroxides only one item, CD3, checked exactly (highest P.V., 
lowest rating), and CD5 was within 20 % spread with low rating, a moderate 
oxygen level. Five items, CD2, 3, 7, 9, 10 spread 24-37^ of the range, ac¬ 
counting for the low-level correlations but too generally scattered for 
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practical association. Free fatty acids present a different pattern; CD2, 

6, 7, 8, 10 ranged within 8-18#, the others from 38-98# spread, so although 
the group correlations were very low, half of the items checked fairly well. 

CD8 was on the low rating-high acid end and CD2, 6, 7 and 10 in the mid¬ 
range for ratings and somewhat more widely spread in FFA content. Finally, 
sensory and hedonic evaluations of quality, with the highest correlations of 
the group, had one item checking exactly, CD8 at the low ends of the ranges, 
and CD2 was within 6# toward the high range. CD5 spread about 14# in low 
to mid-range; the other seven items ranged 22-47#, yielding a fair-sized 
correlation but not close enough for significance. 

The above gives some idea of the relationship of the various measure¬ 
ments among items, independent of storage effects except as they influenced 
general item means. 

10. Correlations of Palatability Ratings and Other Measurements (Table l6) 

The correlations of Table l6 were among samples, including temperature 
effects for items and product groups. It is seen that practically all of the 
correlations with oxygen (except CD9), a few with peroxides, every one with 
free fatty acids, and every one with sensory aroma and flavor are consider¬ 
ably higher than those illustrated for items only in Figure 2. Thus, such 
storage effects as increase in L and decrease in "a" and a/b color values, 
depletion of oxygen, and development of increased peroxide and free fatty 
acid levels, all associated with higher temperatures, resulted in most of 
the significant correlations of Table 16, as flavor and aroma are adversely 
influenced by most of these reactions or by factors which cause them to take place. 

One of the Interesting sets of correlations is the group for sensory aroma 
and flavor -(by five experienced Judges) vs palatability (by 25 Judges with less 
experience). Simple averages and standard deviations of these correlations over 
the four years of storage are as follows: 

6 months: + .14 ± .40 24 months: +.59 + .25 

12 months: -•-.43 ± .27 36 months: +.8l ± .13 

18 months: +.50 i .20 48 months: +.88 ± .10 

It is apparent that the two panels were reacting generally to the same 
sample characteristics at the third and fourth years. Hie sensory quality panel 
noted and scored small difference which the larger hedonic panel tended to 
ignore at th** first three examinations (the hedonic panel frequently rating all 
samples low because some members had not yet decided to tolerate the rations, 
good or bad). Ry the second year, sample differences associated with storage 
were beginning to bring the results of the two modes of evaluation closer 
together (there being no longer any question that some samples were becoming more 
intolerable than others, even among the "dislike" members). 

Judging from the correlations at 38 and 48 months, and considering which 
panel may have been more nearly correct in evaluating the rations during the first 
two years, it beginsr. to appear that an experienced panel of five or perhaps ten 
members could probably produce a reliable evaluation with a great deal less 
expenditure of effort than that required to conduct and process the results of 
the larger panels- 
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CORRELATIONS OF PALATABILITY RATINGS WITH OTHER MEASUREMENTS TOR WHEAT ITEMS STORED 48 MONTHS 

(simple correlation coefficient, r) 
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B. The Carbohydrate Supplements 

The hard candies of the carbohydrate supplement consisted of two flavors 
and colors, lemon and cherry in equal parts. The two types were examined 
separately for all determinations except taste panel scores, for which only 
comments were separate. Data and discussions are based on cans and items, 
however, except in instances where there were distinct differences as in 
color values, and type variations are noted only when they were observed. 

Through three years of storage, 66 cans of each of three items, CDil, 

12 and 13, have been examined. The first 18 cans of each were checked in 
detail, and for certain measurements the first 30 cans were checked. Some 
of the characteristics associated only with the product and unaffected by 
storage were checked no further. Among these were counts of pieces per 
pound, percentages of lemon and cherry types per can, percentages of un¬ 
sanded, off-shape and off-color pieces and certain measurements on the 
mwn kraft bags which were packed in the top of each can. 

Characteristics of the product as received, based on 18 cans except 
that net product weight was recorded for all samples, were as follows: 



CPU 

CD12 


cm 

net product weight, lbs* 

34.20 

t .71 

35-78 

+ 

.20 

34.03 t -34 

piece count per pound: 







lemon 

118.1 

± 4.1 

87.8 

+ 

• 5 

87.8 + .4 

cherry 

121.1 

t 4.7 

90.5 

+ 

1.8 

88.4 t 1.0 

mean 

119-7 

t 4.4 

89.2 

+ 

.8 

88.1 t .7 

count % per can: 







lemon 

43-3 

t IQ 4 

48.3 

+ 

1.9 

49.2 ± 4.2 

cherry 

51.7 

I D.4 

51-7 

+ 

1.9 

50.8 i 4.2 

unsanded pieces, count %•. 







lemon 

.02 

± .05 

.15 

+ 

•36 

.00 t ~ 

cherry 

.06 

± .08 

.06 

+ 

.26 

.01 ± .03 

total 

.08 

± .10 

.21 

+ 

.52 

.01 ± .03 

off-color pieces, count %: 







lemon 

.01 

± .03 

.01 

+ 

.02 

.05 t .07 

cherry 

.01 

t .02 

.00 


- 

.01 t .05 

total 

.02 

i .03 

.01 

+ 

.02 

.06 t .06 

off-shape pieces, count %: 







lemon 

2.43 

± .93 

.58 

+ 

.31 

1.68 ± .61 

cherry 

2.82 

t 1.52 

• 51 

+ 

.34 

1.26 + -70 

total 

5.. ?5. 

1 1.80 

1.09 

H 

.46 

2.94 ± .90 


■^includes all product which rode an 8-mesh screen. Material 
passing 8-mesh, as percent of total net weight, is discussed below. 
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1. Condition of Candy Bags (Table IT) 

Measurements of internal size and length of top lip of the hags were 
discontinued after 12 months, giving 2 o sets of measurements per item. 

Internal 3 i 2 e . CD11 were all normal 300 x 500 (3x5 inches). CD12 were 
85 # normal, 6 $ 213 x 500 (can code, 2 - 13/16 x 5 inches), 5 $ 300 x 413, 

!■$ unsealed on one side. CD13 were 83 $ normal, 14$ 300 x 508 , 3$ 208 x 500 . 


Top lip. CD11 had 83 $ normal 04 (4/l6 inch), 17$ 03. CD12 had 
86 . 5 $ normal, 5$ 07, 4.5$ 03 , 3-5$ 05, 0.5$ 02. CD13 had 96 . 5 $ normal, 

3.5$ 05. 

Counts of hags per can, measurements of width of side seams (there 
were no bottom oeams, the hags being folded strips sealed along the sides), 
and tests of strength of seams were made on all cans examined. The seam 
test was a 1-lh steady pull for 5 minutes at 73 °F/ 50 $ r.h., using a 1-inch 
section of seam. 









Bags per can . Usable bags (a few were unsealed or torn) were counted 
in 06 cans of each item. CD11 had 20 bags in 88 $ of the cans, 19 in 4.5$, 

21 in 3$? and 17, 16 and none in 1.5$ (l can) each. CD12 had 20 bags in 
71 . 3 $ of the cans, 19 in 9 - 1 $, 21 in 7 . 6 $, 18 in 4.5$, 11 in 3 $, and 17 , 15 
and none in 1.5$ each. CD13 had 86 . 3 $ with 20 bags, 7.6$ with 19 , and 
6 . 1 $ with 21 . 

tfidth of side seams. Normal width of the side seams is 04 (4/l6 inch). 
Of 3018 seams measured fen- CE11, 3042 for CD12, and 3074 for CD13, total 
9134 seams, percentages having various widths from 00 to 13 were as follows! 


width 

CD11 

CD12 

CD 13 

Total 

width 

CD11 

cm2 

CD 13 

total 


T" 


T~ 

$ 


T" 


ir 

$ 

00 


•95 


• 32 

07 

4.28 

5.42 

11.74 

7.17 

01 

.66 

1.35 

• 

.67 

08 

- 

.66 

9.70 

3.48 

02 

5.83 

.66 

.72 

2.39 

09 

- 

.26 

.10 

.12 

03 

4.27 

2.56 

.29 

2.37 

10 

- 

1.38 

.81 

.73 

04 

66.27 

74.56 

62.36 

67.71 

11 . 

- 

.59 

- 

.20 

05 

1.59 

2.07 

- 

1.22 

12 

- 

.17 

- 

.05 

06 

17.10 

9.37 

14.25 

13.56 

13 

- 

- 

.03 

.01 


Seam test . There was no indication of increase in defective seams of 
item CD12 with storage, and only a small increase in linear amount of sep¬ 
aration but no increase in percent of seams involved in CD11. Results for 
percentages of partially and completely separated seams, and linear amount 
of separation in those separating only partially, are given for the first 
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Significant difference for items in ro- 
bSignificant difference for item means. 

















two and third years in Table 17- Seams of item CD13 had 8.8% complete sep¬ 
aration and 6.0% partial separation up to 24 months, with 11.9% complete -r.i 
4.6% partial separation at 36 months. Thus, abf">+ 11. Z% oi me seams in these 
bags of CD13 were defective during tl.o larst two years (with some increase 
with time within this perttl), and about 22.5/? were defective at three years. 

There was no consistent effect of storage conditions on seam defect.3, 
as oa<*h of the significant differences among conditions resulted from one 
or more of the more or less randomly scattered high values observed in 
various samples. 

2. Condition of Candy (Table 18) 

Chipped and broken piece*- and clamping of pieces are characteristics 
which could be influenced by storage and handling. Percentages of these 
defects at 36 months, by ccunt, are given in Table 18. Also given are 
data for material passing an 8-mesh screen, consisting largely of sanding 
sugar but also including tiny bits of candy which were small enough to 
pass the mesh. 

Chipped places . These were defined as pieces which remained at least 
75/? intact, but from which bits of surface or comers were chipped off. 

Initial percentages were 4*9 for CD11, 10.3 for CD12, and 5.3 for CD13, 
for a maan 6.8. CD11 averaged below initial at all examinations (3*255? 
for 6-36 months) but CD12 and 13 both averaged above, though net higher at 
36months than at. 6 (CD12 and 13) or 24 (CD12). General storage average for 
CD12 was 14.785?, that for CD13 was 6.16, so most of the increase over initial 
was in CD12, with no definite indication of a time effect. There was also 
no definite temperature effect, although the 40° and 0°F samples averaged 
slightly higher at the last two examinations. 

No average differei.ee was found between chipping of lemon and cherry 
types in CD11 md 12, but 65 % of the cans of CD13 had more chipped cherry 
than lemon, ana total average for this item was 2.7 8 % lemon and 3.32% for 
the cherry in the chipped pieces. 

Broken pieces . These were defined as bits of candy ranging from those 
large enough to ride the 8-mesh screen up to 75% of a whole piece, but were 
calculated as count percent broken pieces only for amounts in excess of that 
rt-juired to restore all chipped pieces to normal weight. Thus, with reduc¬ 
tions in weight for chipped pieces averaging 24.6%, 2.7%, and 11.6% for CDlx, 
12 and 13, respectively, .246 x 3-25 = 0.80% of CD11, .027 x 14*78 = 0.40% 
of CD12 (corrected by an average of .17% "missing bits", as explained below, 
to 0.23%), and .116 x 6.16 = 0.71% for CD13 were present as broken bits in 
addition to amounts which have been listed as broken pieces in the data. 
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Count percentages of broken pieces in excess of bits from the chipped 
pieces averaged 2.65$ for CD11, .25$ for CD12, and 3-08$ for CD13 in the 
cans examined initially. From storage, with no indication of a time effect, 
averages' for 6-36 months were 1.01,- . 17 , and .96$, respectively, or an 
overall average of 1.99 - .60 = 1.39$ less than initial. The reduction 
probably resulted from the difference in amounts of damage for initial 
and stored cans, as the three cases of each item examined as initials were 
those which had received the most damage in shipping. The -.17$ average 
for CD12 was derived from the fact that this item averaged .17$ more re¬ 
duction from normal weight of chipped pieces than the total amount of 
chips found; apparently some of the chipping occurred before the product 
was packed, so the chips did not get into the cans. Alternately, the 
shortage could have resulted from underestimation of counts per pound in 
CD12, but -.07 and -.09$ shortages were found in cans from which counts 
per pound were determined at 6 and 12 months, while shortages in cans opened 
later, estimated from the earlier counts, averaged -.07, -.60, and .00$. 

Note : All weights from which the small percentages of defects were deter¬ 
mined, as well as those used to determine count per pound, were made in 
grams to eliminate the possibility of inaccurate weights. 

There was no consistent temperature effect for broken pieces from the 
various storage conditions, and the average difference between lemon and 
cherry types was .025$, with no item difference in excess of .09$. Ap¬ 
parently, the difference in mean percentages, .98 for CD11 and 13, -.17 
for CD12, was the only significant effect connected with broken pieces. 

Pie c es stuck together . As seen in Table 18., clumping of the candy did 
i'.ot involve any great amounts of the pack, but within the range for each item, 
can variations were fairly large. Initial percentages, counted for five cans 
of each item, were 1,69 * 1.13 for CD11, 0.13 - -07 for CD12, and O .46 t .13 
for CD13. Among the 60 cans of each which were examined from storage, CD11 
ranged from .05 to 7.87, mean 1.73$, CD12 from .00 to .26, mean .08$, and CD13 
ftrom .00 to 1.25, mean .34$. 

In CD11, about 71$ of the pieces involved were in clumps of 2 pieces, 
with 13, 5> 3> and 3$, in clumps of 3> 4> 5 and 6 pieces, respectively; the 
other 5$ consisted of 6 clumps of 7 pieces, 5 of 8, 2 of 9, 1 of 11, 3 of 
13, and 1 each of 14, 17, 39 and 42 pieces. Two cans, stored at 70°F/57$ 
r.h., had loose lids and the product came from the containers in 34-lb blocks, 
which broke up in being removed and were finally recorded at 1.8 and 3 . 4 $ 
clumping, these being the amounts which were firmly stuck in doublets and 
triplets. In CD12, averaging only .08$ total clumping, 91$ of the sticking 
was in doublets, 9$ in triplets. CD13 averaged higher, . 46 $, tut there was 
only one clump of 4 pieces and one of 5 pieces, 8$ of the stuck pieces being 
in triplets and 91$ in doublets. 
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As in the two cans of CD11 with loose lids, some of the clumping wa3 
associated with leaking cans, but most was apparently not. For example, 
again in CD11, there were 11 leakers, with clumping below 1# in 5, 1-25? 
in 4, 3*2# in 1 and 6.1$ in 1. In the 54 non-leakers, there were 23 below 
1$, 9 at 1-2$?, 4 at 3-4$, 1 at 4-75? and 1 at 7.9$. Similarly, 2 leakers 
in CD12 had .00 and .19$ clumping, non-leakers ranged .00 -.26, mean .085?; 
and 6 leakers in CD13 ranged .00 - .67, mean .435?, while 59 non-leakers 
ranged .00 - 1.25, mean.34$. The same variation was observed with moisture 
content, the net result being that, with the exception that CD11 (and CD13) 
averaged 1.685? moisture as compared to 1.49$ average in CD12, there was no 
consistent relationship between moisture content and clumping in CD11 and 
CD12. CT513 had an association of type (lemon or cherry), moisture and 

clumping, as seen in the following comparisons of types. 

Item CD11 had an overall average of 48.3$ for cherry type candy and 48.95? 
of the clumping was cherry. General averages for moisture contents were the 
same, 1.68 and 1.67$, for the two types. It was observed, however, that 
while the 925? of the clumped pieces in clusters of 5 or less averaged 43-3$ 
cherry, the 8$ in clusters of 6-42 pieces averaged 76.3$ cherry, the red 
type being higher in 32 of the 40 clusters involved. Moisture content was not 
associated with this preponderance of cherry in the high-count clumps. CD12 
averaged 38$ cherry in the clumps at 0 and 36 months, 47 and 56$ at 6 and 12 
months, 83 and 87$ at 18 and 24 months, general average 61$ cherry, with 
moisture averages 1.49$ for lemon, 1.48$ for cherry, maximum difference for 
any can .09$. 

Item CD13 presented an entirely different pattern regarding type, moisture 
and clumping. The 2-count clumps (91$ of clumped pieces) averaged 71$ lemon, 
the 3-, 4-, and 5-count clumps were 100$ lemon. By periods, moisture contents 
and types of candy included in the clumps were as follows: 



Initial 

6 mo. 

12 mo. 

18 mo. 

24 mo. 

36 mo. 

moisture, $: 

lemon 

1.79 

1.96 

1.93 

1.47 

1.73 

1.73 

cherry 

1.27 

1.80 

1.70 

1.30 

1.55 

1.78 

clumping, $: 

lemon 

.45 

.14 

.34 

.29 

.30 

• 13 

cherry 

.01 

.10 

.11 

.08 

.08 


total 

.46 

.24 

.35 

.37 

.38 

.26 


Thus, clumping of CD13 was apparently associated with moisture differences, 
which were largely between types; the very low clumping of CD12 was probably 
associated with the generally lower moisture (about 0.20$ lower than CD11 
and 13). The increased clumping and the type differences of CDU, however, 
were apparently caused by factors, possibly including variable handling during 
packing, which were not determined in the present study. 




There was no definite association of clumping with storage time, but 
CD11 was lower (1.17$) than usual (2.00$) at 24-36 months, CD12 and 13 
slightly lower at 36 months. Storage conditions may have exerted some 
influence in that ( 1 ) the first, third, fourth and sixth highest values of 
CD11 were from 100°F (average 4*95$) and the second highest, 6.09$, was 
from 0°F; (2) of 21 can values above average for CD12, 7 averaging .17$ 
were from 100 °, 5 averaging .18$ were from 0 °, 9 averaging . 15 $ were from 
70 ° and 40°; and (3) 11 high cans of CD13 averaged .54$ from 100°, 4 averaged 
. 66 $ from 0°, but 8 also averaged .66 from the other three conditions. Thus, 
the extreme temperatures appeared to produce more of the extreme values 
(about 65 $), but the temperature pattern was far from definite. 

As clumping probably resulted in most instances from surface moistwe, 
packing under temporarily ’ igh humidity, or can leaks (those detected and 
possibly others which were stopped before leak tests were made) could liave 
accounted for most or all of the clumping. Conditions such as these could 
cause surface moistening with amounts of moisture slight enough to have 
little influence on tjie process moisture levels in the candy. 

Material passing 8 -mesh screen . Consisting largely of loose sanding 
sugar but with some tiny bits of candy, material smaller than 8 -mesh averaged 
higher in CD11 and CD12 than at any previous examination, and higher than 
the previous average in CD13 excepting the initial. Initial, previous aver¬ 
age, and material at 36 months, respectively were 2 . 45 , 3-12 and 3 * 71 $ for 
CD11, . 66 , .54 and . 74 $ for CD12, and 1.08, .86 and .91 for CD13. For the 
three items, the 36 -mcnths material amounted to approximately 21 , 4 , and 5 
ounces per can in addition to the net product weights given above. The slight 
increases over previous averages probably resulted from extra handling of the 
candies in transferring to the new storage facilities. Otherwise there has 
been no apparent time effect; the initial samples also came from cans which 
had been handled somewhat rougher, in shipping. 

There was no consistent association of amounts of loose material with 
storage conditions in any item, as can variations were quite large. Ranges 
and general averages were 1.09 - 7.55, average 3.24$ for CELL; .24 - .96, 
average .58$ for CD12; and -37 - I.46, average .86$ for CD13. 

3. Appearance and Color (Table 19) 

Sensory scores for appearance and color of the carbohydrate supplements 
stored for 36 months were obtained from the five judges of the product quality 
panel in exactly the manner described for the cereal rations. The two types 
of candy were scored together, with comments on each type as the judges desired. 
Scores given in Table 19 are the means of the separate ratings, wliich averaged 
.09 lower for color than appearance of CD11 and 12 oat .13 higher for color of 
CD13, which was scored .25 higher than initial at the two lower temperatures. 
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Compar- ,ons of the appearance-color scores with initials, which aver¬ 
aged 8.36, 8.24 and 8.20 for the three items, and with previous low scores 
were as follows: 


temperature 

reduction 

from initial scores 

increase 

from previous 

low scores 

°F 

CD11 

CD12 

CD13 

CD.ll 

CD12 

CD13 

io< 

1.58 

.84 

1.52 

.67 

.20 

-.32 

1' 

.88 

.76 

• 52 

.10 

.25 

.02 

40 and 0 

.83 

1.01 

.00 

.00 

-.20 

.27 


e scores shown for CD11 at 0°F, CD12 at 40° and0°, and CD13 at 100° 
and 70 '/SC# are the lowest received during the three years of storage (the 
70 °/ 57 £ score for CD13 was up enough to average +.02 at 70°). Previous lows 
for CD11 were at 18 months, those for CD12 at 6-18 months, those for CD13 at 
12-24 months. Scores were reduced primarily for slight "sugaring" and darken¬ 
ing at 100°F, and for "dullness" of surface at lower temperatures. There has 
been very little fading of color in this product. 

4. Hunter Color Values (Tables 20 and 21) 

The color of individual pieces of carbohydrate supplement CD11 is quite 
variable, and CD13 and CD12 are also somewhat variable, in the order listad. 
Thus, color was determined on duplicate composite samples prepared by chop¬ 
ping and screening about a pint of candy per sample, using different sieve 
sizes for various determinations. The initial, 6 and 12 months samples were 
sized to 14-20 moth for color readings, but it was necessary to use 8-14 
mesh samples at 18 and 24 months because, after remodeling tne air conditioning 
equipment of the work room, the 14-20 mesh samples were too "dusty". At 36 
months the 8-14 mesh samples were in turn found too dusty when prepared in 
the work room of the new building, requiring a shift to 4-8 mesh samples 
cracked by hand to prevent dust. 

Each shift in particle size of the samples resulted in a shift of 
sca3.e position for the Hunter Color readings, making it necessary to 
evaluate the readings as color differences rather than as f ini te values. 

This was done by subtracting the lowest of the six storage means in each 
group from each mean in the group, thus setting the low mean at zero and 
converting the others to differences. These were then compared both as 
differences and by rank order, with the zero difference as rank 1, the 
largest difference as rank 6 (or rank 4 in instances where only the four 
temperatures were compared after averaging the 100 c and 70°F readings). 

Hunter L Values . A comparison of bci,h differences and rank orders for 
the five storage periods failed to reveal any indication of a general time 
effect such as was observed in the progressive increases of L values for the 
cereal items at the higher temperatures. Averages and mean rank orders of 
temperature differences for the five periods were: 
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HUNTER COLOR VALUES OF CHERRY TYPE CARBOHYDRATE SUPPLEMENT STORED 36 MONTHS 
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Significant difference for items in rooms 
^Significant difference for item means. 


















‘■^Sk'KJ} -.x^&MwSXGttw^ 


temperature lemon type supplement 

cherry t:pe supplement 

°F 

con 

CD12 

cm 

Mean 

CD11 

CM2 

cm 

Mean 

mean 

differences: 







100 

1.22 

1.66 

.94 

1.27 

2.67 

.50 

1.65 

1.61 

70 

1.49 

.91 

.36 

.92 

1.52 

.26 

1 , 1 ? 

• 98 

40 

1.17 

• 45 

.67 

• 76 

1.60 

.13 

1.37 

1.03 

0 

1.67 

.73 

•31 

• 90 

1.50 

.57 

1.45 

1.17 

mean 

rank order- 

(1-4): 







100 

2.2 

3.0 

2.8 

2.67 

3.0 

3^0 

2.8 

2.93 

70 

2.8 

2.6 

2.0 

2.47 

1.8 

2.4 

2.4 

2.20 

40 

2.4 

2.0 

3.0 

2.47 

2.4 

1.6 

2.4 

2.13 

0 

2.4 

2.4 

2.0 

2.27 

2.8 

3.0 

2.4 

2.73 


As seen, differences were larger and mean rank orders more widely 
separated in the cherry candy, but periodic temperature fluctuations were 
quite large; nothing was significant for L values of cherry except -,he 
smaller differences of CD12 as compared to CD11 and 13. For lemon candy, 

CD13 had significantly smaller differences, and CD12 was also smaller than 
CD11. The increase in mean L value at 100°F was significant when compared 
to that at 40°. The greatest difference was, of course, in CD12; this 
candy and the cherry type of CD11 exhibited a considerable amount of vari¬ 
able fading at 100°F, although not seen too clearly at 36 months. 

Analysis of the lemon results also revealed a time effect in CD11, 
this being that the temperature differences became steadily greater during 
the second and third years, although this was not related to any one 
temperature. Comments by the seere panels indicated a noticeable darkening 
of color in some samples, again variable as to storage location, and dull 
surfaces in others. These probably contributed to the increased variability 
in CD11, and may have accounted for some of the general drop in L values in 
conjunction with the drops encountered in changing sample particle sizes. 

Hunter "a" Values . Changes in "a" values, which indicated the amount 
of green in CD11 and 13 lemon, faint pink in CD12 lemon, and red in all 
cherry candy, were even more variable than those of the L values. Increases 
of particle size of lemon cancy to eliminate dusting of surfaces resulted 
in decreases in green in CDU and slightly in CD13 and increases in pink of 
CD12; CD11 shifted finally to an almost exact green-pink balance at 36 months. 
In the cherry candy, red colors varied but exhibited little actual shift 
through 24 months; the switch to 4-8 mesh particle size at 36 months coin¬ 
cided with decreases in red with relatively little change in yellow component, 
which was low enough in CD11 and 13 to give the candy a somewhat purple 
appearance. 
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The five-period s ummar y of differences from periodic low values, with 
mean rank orders of the differences ranked from 1 (lowest value, set at 
aero) to 4 (largest difference above low at each period) was as follows: 


temperature lemon type supplement 

cherrv type supplement 

°F 

CPU 

CD12 

c m 

Mean 

CPU 

CD12 

om 

Mean 

mean 

differences: 







100 

2.20 

• 51 

• 92 

1.21 

2.21 

.46 

1.86 

1.51 

70 

1.68 

1.55 

.60 

1.28 

2.03 

1.74 

1.59 

1.79 

40 

.78 

1,90 

.39 

1.02 

2.09 

1.68 

90 

• f 

1-35 

0 

1.58 

1.90 

.23 

1.24 

2.31 

1.48 

2.09 

1.96 

mean 

rank order 

U-4): 







100 

3.0 

2.0 

2.9 

2.63 

2.6 

1.4 

3-2 

2.40 

70 

2.6 

2.4 

3.0 

2.67 

2.8 

2.8 

2.4 

2.67 

40 

1.8 

2.8 

2.5 

2.37 

2.4 

2.8 

1.5 

2.23 

0 

2.6 

2.8 

1.6 

2.33 

2.2 

3.0 

2.9 

2.70 

It 

is obvious 

from these values that 

there were no 

general trends 


"a" values for either type of candy, but some definite, and significant 
trends appear in individual items. In the Demon candy, the 40°F samples 
of CD11 were greener than those at other temperatures, with some tendency 
for less green in 100° storage than in any of the other conditions. CD12 
was definitely less pink at 100". Differences were smaller in CD13, but 
there was a suggestion of greener samples at the two low'u- temperatures. 


In the cherry type, CD11 exhibited a time effect, with smaller readings 
at 100°F (probably fading) during the first year but at 0° during the latter 
part of the second and the third years. This shift apparently resulted 
from a combination of darkening at higher temperatures and purpling at 0° 
during the last half of the storage period, as both were noted by the score 
panels at 24 and 36 months. It is seen by reference to Table 21 that both 
CDil and CD13 were more purple than red (pure purple, an "imaginary" color, 
gives zero readings for '“a" and "b" or other measurements derived from 
wavelength). CD13 had lower readings for "a" at 40°F except at 36 months. 
CD12 was more red than purple, with a tendency toward slight fading and 
later slight purpling at 100°. 


Hunter "b" Values . Values for yellow component of lemon candies did 
not vary much with the shift of particle size frem 14-20 mesh to 8-14 mesh, 
but averaged 8.8 t .8 points lower with the shift to 4-8 mesh cracked 
samples at 36 months. Some of the decrease may have resulted from the dul¬ 
ling and slight "darkening" noted by the score panels for the last period. 
Yellow component of cherry candies changed very little at any .period.- except 
a 1.8 t ^6:increase;'for! all three candies at;.24 months and.-a j2*0 ; t 1i0j.hu hs 
increase for CD12 at 36 months. The slight increases at 24 months 
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i^cre^^ f^ 16 preparation variations, as all three Hunter readings 

mSnM d 5011 ?! S£une amount > the 36-months increase in CD12 was ap- 8 
parently associated with the change in particle size of the samples. 

The summary of differences and rank order for storage conditions 
similar to those given above for Hunter L and "a" values^ is as follows: 


temperature 

°F CPU 


lemon type supplement 


CD12 CD13 Mean CD11 CD12 


cherry type supplement 


mean differences: 


100 

70 

40 

0 


1.59 

2.56 

•83 

1.49 


1.00 

.35 

.31 

. 6 ? 


• 83 
1.19 
.16 
.88 


1.14 
1.37 
• 43 
1.01 


• 53 
.70 
.16 
•30 


.05 

.46 

.72 

.76 


• 42 
.89 
.74 
.40 


mean rank order (1-4): 


100 

70 

40 

0 


2.4 

3-5 

2.6 

2.83 

2.6 

1.4 

3.2 

2.2 

3.2 

2.87 

3.6 

2.8 

2.0 

2.1 

1.6 

1.90 

1-6 

2.8 

2.4 

2.2 

2.6 

2.40 

2.2 

3.0 


2.3 

3.4 

2.4 
1.9 


Mean 


•33 

.68 

• 54 

• 49 


2.10 

3.27 

2.27 
2.37 


jnor- F ^ r le “ on candjr > yellow readings tended to be lower -or all i*ems at 
^, cherry » ^°° samples were lower for CD11, 100° samples for rm? 
while CD13 was variable. Differences were senerally^aS for tte 

m2^e tadJcau' tS’S.'" ? r eU °»-“»Ponent values. Rank o^e” 7 

a^T’3 at r iSfr readln e s kt 70“F for both types of CD11 

Sr 

^ ^ ? inere was little indication of a time effect exeent mm* in 

crease in size of differences at 24 and 36 months. 

veU< J a l to r CDll ~Srff , i High f r aA f atios oorr « s Po>'<id<i to shifts toward 

but Swart Sri S rmo ?“ ( P 9 - leS5 green or "» re ^Uow or both) 
out uowarc pink in CD12 lemon (more red or less veil our on T 

cherry candy the higher ratios resulted Som more S^or le2 t 

both, which could mean lack of fading, lack of purpling, or 

S^SSSSKH^ffi^ 

lor samples which increased much in ratio (±nrr*a** J aarKer 

T/rmTleTn^h ?°° F samples of CD11 le ®on and 40° anrS^sLiSes 
of CD^ lemon changed less than those at other conditions. Theresas also 
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some tendency for fading of pink (lower positive ratio) in the 100°F 
samples of CD12 lemon, with relatively little difference in comparative 
hue at lower temperatures. 


Shifts of ratios in the cherry candy were mathematically larger than 
those in the lemon type, but exhibited no consistent trend for temperature 
differences except in the lower (slightly more purple) CD13 samples from 
40°F storage. There were no apparent time effects in either type except 
those discussed in connection with "a" or "b" trends in the preceding sections. 


5. Moisture Content (Table 19) 


;es for moisture 

were: 




cDii 

CP 12 

CP13 


% 

% 

$ 

lemon 

1.66 

1.48 

1.76 

cherry 

1.64 

hML 

1.60 

mean 

1.65 

1.48 

1.68 


Maximum differences between the two types were .26% for CD11, .0% 
for CD12, and .60$ for CP13, with cans about evenly divided between the 
two types in CD11 and 12, but higher for lemon in 70% of the cans examined 
in CD13 through 24 months. As noted above, clumping was highly correlated 
with moisture between the two types in 00 ^2, not in the other two items. 


There was no trend for differences among storage conditions except 
,1 slight reduction in 100°F samples of CP12, which averaged 1.41$ compared 
to 1.53$ for lower temperatures (100° samples were lower in 83$ of com¬ 
parisons with other conditions). A ti'ie difference was noted as follows: 


CPU CD12 C-D13 

$ $ $ 


Initial, 18, 24 months 1.39 t .24 1,34 t .0? 1.51 t .13 
6, 12, 36 months 1.86 ± .06 1.59 ± .06 1.82 ± .05 


This seems almost certainly due to some difference in technique, which 
was listed as the procedure used for cereal items with the exception of using 
20-mesh pass samples. The early preparation room was used for initial, 6 and 
12 months, the second room for 18 and 24 months, the new room at 36 months, 
which does not coincide with the moisture shifts. Since there were no 
known variations in weighing and drying techniques, the shifts may have 
resulted from local variations in humidity of the work rooms, however, as 
uniform control at 50 i 2$ r.h. can be guaranteed only at the position oc¬ 
cupied by the controller-recorder mechanism. 
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6. pH Values (Table 19) 

pH values were determined with the customary glass-electrode pH 
electrometer, using 1+1 solutions of candy prepared with demineralized 
water. Initials for CD11, 12, 13 were o.55> 6.70, 6.75, respectively, with 
an average t variation of .10 between lemon and cherry types of candy. With 
considerable can and sample variation, mean values were above initial at 6 
ana 12 months, near initial at 18 months, with slight decreases at 24 and 36 
months for CD12 and 13 but a further drop for CD11. Means by periods for 
the three items were 6.84, 6.97 and 7.01 at 6 and 12 months, 6.59, 6.68 
and 6.81 at 18 months, and 6.23, 6.60, and 6.66 at 24 and 36 months. 

With the exception that CD12 averaged .15 t .11 lower at 100°F than 
at lowei' temperatures (95^ of the cans were lower), there were.jno>:consistent 
temperature effects, so the reason for the period variations was nol sug¬ 
gested. There seems little doubt, however, that the samples of CD11 were 
at least .25 below "normal" at two and three years, as they were only .15 
below CD12 and 13 at initial through 18 months and .40 below at 24 and 
36 months. 


Despite variations ranging as high as .45 between lemon and cherry candy 
in certain cans, the general averages for the two types were within .02 ± 

.02 for CD11 and 13. The cherry candy of CD12, however, averaged .11 lower 
than the lemon, the cherry being higher than lemon, by .07 ± . 04 , in only 
11 of the 65 can3 examined. 

7. Sugar Contents (Table 22) 

Sugars were determined by the official Lane-Eynon general volumetric 
procedure, with acid inversion at 73°? (Association of Official Agricultural 
Chemists, Washington, D. C.). Reducing sugar titrations were corrected for 
sucrose effect as directed by Fitelson (J. Assoc. Off. Agr. Chem., 1932, 
p. 624). All results were calculated on a dry weight basis. 

Reducing Sugars as Dextrose . Initial values for the three carbohydrate 
supplements and average values for the 60 cans examined from storage were: 



CD11 

CD 12 

CD-H 


% 

% 

% 

Initial: 

lemon 

19.23 

16.27 

17.34 

cherry 

li ^6 

16.27 

23J& 

average 

19-39 

16.27 

17 .a 

Storage: 

lemon 

18.01 

16.07 

17.53 

cherry 

17,95 

16 . 09 

18.20 

average 

17.98 

16.09 

17.86 
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Storage samples of CD11 range! from 16-5$ to 20.3$ dextrose, but the 
60-can average was 1.4$ belcw that of the cans examined initially. Ranges 
were 15.7 - 16.6$ for CD12 and 16.3 - 19-0$ for CD13, so differences between 
initial and storage averages are well within limits of item and can variances. 

There were periodic fluctuations, but no significant trend for change 
of dextrose content with storage time. As compared with the 17-31$ average 
for all e xamin ations from storage for the three items, period averages for 
6, 12, 18, 24 and 36 months were 17-29$, 17-05$, 17.36$, 17.62$, and 17.21$, 
respectively. Temperature differences were also apparently without pattern. 
The six condition means of CD12 ranged 16.02 - 16.18$, averaging 16.05$ at 
100°F, 16.09$ at 40° and 0°, and 16.12$ at 70°. Items CD11 and CD13 had 
greater spread, averaging 18.30 i .14$ and 17.63 t .11$ at the two 100°F 
conditions, 17.69 ± .11$ and 18.15 ± .09$ at the 70° conditions, 17-99 ± 

.03$ at 40°, and 17-77 ± .13$ at 0°. 

There was one type difference which was relatively consistent, between 
lemon and cherry candy of CD13. Of the 64 cans examined, including initials, 
15 cans averaged .36$ higher dextrose in the lemon type, 49 cans averaged 
.94$ higher in the cherry. The mean differences for all storage samples 
were .31$ at 100°F, .81$ at 70°, 1.05$ at 40°, and .65$ at 0°; no reason was 
suggested for the lower difference at 100°. 

Sucrose . Mean values for various periods were: 



CD11 

CD12 

CD13 


$ 

$ 

$ 

initial 

62.81 

65.13 

62.96 

6-18 months 

63.46 

65.10 

62.71 

24 months 

61.33 

65.86 

62.69 

36 months 

62.86 

64.30 

60.93 

6-36 months 

62.91 

t'.09 

62.35 


Total ranges were 56-7 - 64-8$ for CD12, 63.9 - 66.9$ for CD12, 59-6 - 
64.6$ for CD13. As with dextrose, CD12 was relatively uniform in temperature 
means, 64-92 i .18 at 100°F conditions, 65.26 ± .06$ for the two 70° rooms, 

65 .08 t .06$ for the lower temperatures, CD11 and CD13 averaged 62.57 t .09 
at 100°F/80$ r.h., 63.80 arid 62.98$ at 100V57$, 63.64 and 62.28$ at 70°/80$, 
62.05 ± .19$ at 70°/57$, 62.12 i .08$ at 40°/57$, and 63.14 and 62.28$ at 0°. 
Thus, sucrose differences were more variable than those for dextrose, but lower 
sucrose values were usually matched with higher dextrose in CD11 and 13. 

Types averaged 62.91$ for both lemon and cherry in CD11, 61.07 and 
61.11$ in CD12, but cherry type was lower in about 35$ of the cans of 
CD13, general averages being 62.96$ sucrose for lemon and 61.74$ for 
cherry. Temperature differences were also found for types in CD13, roughly 
in inverse proportion to those noted for dextrose. 
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Total Sugars . As samples with higher dextrose usually had lower sucrose 
and vice versa in CD11 and CD13 (CD12 had an indistinct pattern, but smaller 
ranges), the variations in total sugars were somewhat less than those in 
sucrose. Initial and storage values were: 



Initial 

periodic mean range 

total sample range 

general mean 


i 

% 

i 

% 

CD11 

32.20 

79.9 - 82.0 

76.9 - 83.3 

80 89 

CD12 

81.40 

80.1 - 82.2 

79.8 - 83.5 

81.17 

CD13 

80.37 

79.0 - 81.0 

78.0 - 82.8 

80.21 


Temperature differences were also somewhat less than for sucrose in 
CD11 and CD13, slightly greater in CD12, as seen from the general storage 
means: 



100°/8056 

100°/57* 

% 

7C 0 /80g 

% 

70°/57* 

% 

40°/57* 

% 

0°/ambient 

% 

CD11 

80.92 

81.54 

81.22 

80.48 

80.16 

81.04 

CD12 

80.76 

81.18 

81.50 

81.26 

81.12 

81.22 

CD13 

80.82 

80.50 

80.08 

79.92 

80.06 

79.92 


Thus, there still seems to be no apparent pattern for changes of sugars 
in storage of the supplements, nor is there any consistent net change 
when considered in comparison with ranges of variation. 

Dextrose/Sucrose . This ratio was included in the sugar data for the 
purpose of indexing changes in the two types of sugars, if changes occurred. 
The ratios have followed the variations discussed above, ranging .258 - 
.356, mean .286 for CD11; .242 - .251, mean .247 for CD12; .266 - .309, 
mean .287 for CD13. Further comment on the relationship of the ratios to 
dextrose and sucrose values is given below. 

General Discussion . With the obvious physical changes in color 
as well as in surface crystal state which have been observed in many samples 
of the candies particularly at 100°F, some involvement of chemical oh " es 
in the sugars might reasonably be expected. The results indicate t : 
if any inversion has occurred, the amounts of sucrose which have boon 
hydrolyzed have been small and within the limits of item variance. 

Several checks were made for invert sugar by gas chromatography, wit-4 
no indication of activity in the invert area. In candy of the supplement 
type, however, with very low moisture, a low-rate inversion might yield 
anhydrides instead of invert sugar, and the levulinic fractions undergo 
further reactions toward eventual polymerization. Some of the color, or 
appearance, and flavor changes were not incompatible with the effects of 
such reactions. Also, slight but varying amounts of hydrolysis probably 
took place during the cooking of the candy. 
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On the other hand, all of the variations could have originated in 
formulation, or some as a result of possible errors in analytical procedure, 
3ir.ce ft'tr di^fetentnteelmicians-'worked on thf>. analyses..-.-in the. latter, case 
however, it would not seem likely that most of the technical variance 
would occur in CD11 and the least in CD12, as all of the candies within 
any period were analyzed by the same technician or technicians using a 
sir.gle lot of reagents. 

In an attempt to gain further insight into relationships among the 
sugars with reference to item characteristics or possible storage effects, 
data for the 30 storage samples were compared by simple rank order cor¬ 
relations among the sugar values, pH, and moisture contents. The following 
relationships, or lack of apparent relationships were calculated: 


Correlation 

CD11 


CD12 

CD13 


tank order) 

samples 

r 

samples 

r 

samples 

r 

Dextrose with: 

sucrose 

22 

-.927 

NS 

- 

20 

-.827 

total sugar 

NS 

- 

22 

+.890 

NS 


dextrose/sucrose 

30 

+.984 

20 

+.924 

30 

+.932 

moisture 

21 

-.936 

NS 

- 

NS 


Sucrose with: 

total sugar 

20 

+.900 

30 

+.971 

28 

+.936 

aextro se/sucro se 

23 

-.948 

NS 

- 

24 

-.915 

pH 

20 

+.895 

NS 

- 

NS 


Dex./Sue. with moisture 

21 

-.921 

NS 

- 

NS 



Correlations which were non-significant for all items (i.e., which 
yielded r values less than .500 using all 28 degrees of freedom) were 
dextrose with pH, sucrose with moisture content, total sugars with dex./ 
sue., pH, and moisture, and dex./sue. with pH. Samples omitted from the 
correlations (2 to 10 out of 30> as shown) were those which, although 
yielding significant results when included in the total 30, did not yield 
correlations as large as .500 when calculated alone. This was done in 
order to demonstrate the relatively high degree of association (66$ to 9C$ 
of the vari.uice) among the remaining numbers of samples out of each group 
of 30 storage examinations. 

The negative correlations of dextrose with sucrose in CD11 and CD13 
(but not in the less variable CD12) and with moisture in CD11, and the 
positive correlation of sucrose and pH in CD11, are relationships which 
might be expected with hydrolysis or hydrolytic polymerization reactions 
in low-moisture candies. The correlations of dextrose and sucrose with 
dextrose/sucrose ratios sure obvious, as high ratios result from high 
dextrose and/or low sucrose, and vice versa. The relation of the ratios 
to moisture was apparently corollary to the influence of dextrose (negative 
with moisture) on tne ratios. 


69 









Correlations of sucrose with total sugar were expected, as the samples 
contain 3*5 to 4 times as much sucrose as dextrose. These would probably 
be present with or without hydrolysis, but certainly do not rule it out. 

On the other hand, the fact that both dextrose and sucrose were positively- 
related to total sugars in CD12 suggests little or no hydrolytic influence 
in this item. 


Thus, while no experimental evidence of hydrolytic reactions of sugars 
was obtained, the relationships existing among the various analytical results 
were in accord with the possibility of such reactions either in manufacture 
or at low levels within the raises of sample variance in items CD11 and CP13. 
On the other hand, relationships existing in CD12 suggest normal sample 
variance only, with considerable less range in carbohydrate composition. It 
should be noted that neither storage periods nor storage temperatures ex¬ 
hibited any pattern in connection with the correlations in any of the items. 

8. Sensory Scores for Texture, Aroma and Flavor (Tables 23 and 24) 


Scores were assigned by the 5-member sensory quality panel, scoring 
identified samples as described above. Initial scores for the carbohydrate 
supplements were: 



CPU 

CD12 

M 

t’exture 

8.24 

8.56 

8.20 

aroma 

7.36 

7.60 

7.80 

flavor 

7.92 

7.32 

7.85 

.he scores 

shown in Tables 

23 and 24 wiv.h the 


and with previous low scores were as follows: 


temperature reduction 

from initial scores® increase from previous 

lew scores 1 

°F 

CD11 

CP12 

CP13 

CP11 

CP12 

CP13 

Texture: 

100 

1.09 

1.11 

1.25 

.25 

•35 

-.55 

70 

• 44 

.86 

•45 

• 50 

.30 

.15 

40 

• 44 

1.06 

•30 

.10 

.20 

.70 

0 

1.14 

.66 

.20 

-.30 

.60 

.60 

Aroma: 

100 

1.16 

1.05 

1.85 

-.15 

-.20 

-.75 

70 

.66 

.40 

.95 

-.25 

• 40 

-.15 

40 

.26 

-70 

.50 

-.20 

-.40 

-.10 

0 

-.54 

-.10 

-.40 

.70 

.60 

.90 

Flavor: 

100 

2.17 

• 67 

1.45 

-.85 

.05 

-.60 

70 

.82 

.12 

• 45 

.00 

.15 

-.15 

40 

1.12 

.52 

.05 

-.60 

-.60 

• 50 

0 

1.42 

-.08 

-.25 

-1.00 

.10 

.50 


a Negative reductions indicate 36-months scores higher than initial. 
Negative increases indicate lowest scores of the 3-yoar storage period. 
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It is seen that only two samples, CD11 at C°F and CD13 at 100°, were 
scored lower on texture than at some previous examination. Texture scores 
varied with individual samples, being based mostly on ,r brittle hardness" 
vc "tough hardness". Most of the 100°F samples were somewhat tougher, or 
perhaps a bit harder in some instances, but the 0° sample of CD11 and 40° 
sample of CD12 wer« scored about as lew as the 100° candy. 

All 0°F samples were scored higher than initial ratings on aroma. This 
probably resulted from comparisons with samples from the higher temperatures, 
all of which except CD12 at 70°F were scored lower than on any previous 
examination. Off odors, "terpene", were given as the cause of low scores 
at 100°, and general "flatness" or lack of typical aroma were noted at 70 ° 
and 40°, with some traces of off odors in the 70 ° samples. 

Flavor scores, which averaged lower than aroma for CD11 and higher 
for CB13, wore marked down for about the same reasons as those given for 
low aroma scores. CD12 and CD13 from 0°F were also higher than initial, 
but CD11 from this temperature was described as "very flat, slightly off". 

As seen, several of the samples above 0° were scored lower than previously, 
though none were seriously affected with anything except lack of flavor. 

9. Hedonic Ratings for Aroma, Flavor and Palatability (Table 24) 


The hedonic ratings were obtained in exactly the manner described 
above for cereal item ratings, several pieces of each type of candy. 


lemon and cherry, being presented as each coded 

sample. Initial ratings 

for the three items were: 

CPU 

CD12 

cm 

aroma 

6.88 

6.76 

7.04 

flavor 

7.76 

7.24 

7.76 

palatability 

7.48 

7.40 

7.76 

The ratings given in Table 24 were 

reduced 

from initial, and differed 

from previous low ratings, as 

follows: 




CD11 _ _ CD12 __ CD13 


36 months from 36 months from 36 months from 


temperature 

initial 

previous lew 

initial 

previous lew 

initial 

previous 3cw 

C F 

decrease 

change 

decrease 

change 

decrease 

change 

Aroma: 

100 

.92 

.19 

.56 

-.29 

.70 

-.25 

70 

.65 

-.08 

.31 

-.25 

.42 

-.04 

40 

.42 

.00 

.10 

-.14 

.18 

.08 

0 

.24 

.40 

-.20 

.34 

• 42 

-.20 






CPU 


CD12 


36 months from 


36 months from 


CDI3 


36 aonths from 


temperature 

initial 

previous low 

initial 

previous lew 

initial 

previous : 

°F 

decrease 

change 

decrease 

change 

decrease 

change 

Flavor: 

100 

1.32 

.29 

.82 

-.18 

1.09 

-.10 

70 

-98 

.07 

.69 

-.31 

.85 

.13 

40 

1.12 

-.10 

.42 

-.18 

.86 

.06 

0 

1.06 

.02 

•32 

.20 

.76 

.22 

Palatability: 

100 

1.06 

.21 

.94 

-.15 

1.00 

.02 

70 

.75 

.08 

.84 

-•31 

• 69 

•32 

40 

. 64 

-.02 

.60 

-.12 

• 72 

.26 

0 

.66 

.26 

.68 

-.06 

.66 

.36 

The aroma rating- 

, though reduced less from initial ratings than were 


those for flavor and palatability, nevertheless averaged about .30 less, as 
they were lower at the start; i.e., the initial difference of .67 - .13 in 
aroma ratings was reduced to .28 ± .13 at 36 months. With ratings ranging 
5-78 - 6.96 for aroma, 6.26 - 7-00 for flavor, and 6.34 - 7-10 for palat- 
ability, and 100°F mean ratings 6,16, 6.51 and 6.55, respectively, none of 
the candies were even close to the 4-00 rating usually considered as border¬ 
line for acceptability. 


In general, CD11 averaged above previous lows at 100 c and 0°F, while 
CD12 was somewhat lower than previously at all conditions except 0°; the 
net result was that the two items had almost the same total rating, CDI3, 
gaining very slightly over previous lows except at 100°, averaged about 
.25 higher than the others, whereas it was about .15 and .40 higher for 
general averages on initial examination. Thus, the general relationship 
among the three items has not varied by more than about .25, with maximum 
differences ranging around .50, as a result of three years of storage. 

Flavor decreases were fairly serious at 1C0°F, but it is possible that 
the ultimate termination of storage life at thi3 elevated temperature 
may result from changes in appearance and color. 

10. Correlations of Palatability Ratings and Other Measurements (Table 25) 


The correlations shown in Table 25 are fairly typical of the pattern, 
or lack of pattern, at every storage period. There has been no objective 
measurement with which palatability has been consistently correlated; 
aroma and flavor, on which the raiiiigs are primarily based, aro the only 
characteristics which have exhibited a graduated t-rhsperature effect. Color 
changes have usually taken place only at 100 "F; other characteristics have 
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demonstrated practically no temperature dependence. Even the correlation 
between the sensory quality and hedonic rating taste panels, which has 
become progressively higher with the cereal items, has varied with the 
carbohydrate supplement. The probable reason is that the smaller panel 
ha3 given more attention to sample variations in an attempt to evaluate 
quality than has the hedonic panel in merely eating candy. In this 
comparison the hedonistic approach has apparently been the better one, 
at least during the first three years. The more or less gradual loss of 
aroma and flavor, and development of slight to moderate off flavor at 
100°F, have been about the only easily evaluated changes in the product, 
and the hedonic judges have exhibited very little concern with the more 
variable and less predictable differences in color and texture. 

The more definite correlations among sugars, pH and moisture with 
item CD11 are seen in Table 25, although the inclusion of CD13 in the pat¬ 
tern at 36 months was not as frequent as it was when all storage periods 
were evaluated. There appears to be a higher degree of association in the 
cherry type of CD13, whereas the lemon type has more significant comparisons 
in CD11. As with the total period, CD12 did not follow the pattern of the 
other two items at 36 months. 

It is possible that more consistent relationships between palatability 
and other measurements may develop with further storage of the supplements, 
but there is apparently no "central" pattern to link the various measure¬ 
ment areas, objective and subjective, such as that provided by the oxidative 
nature of most of the significant changes in the cereal rations. 

CbhbjLUsibiis 

As storage of rations from original procurements for the project is 
being continued under subcontract with another agency (see Foreword), only 
tentative conclusions are possible at the current four-year period of the 
study. Certain changes in the stability of ration components at higher 
temperature or humidity conditions, however, were relatively well defined. 

The V3c fiberboard of the cases is apparently unstable at 100°F. 

Average decreases in bursting strength at 100°/8C^ ranged from 1C# in 6 
months to 33/6 in 4 years; decreases at 10Q°/5756 averaged 3-5^ less. There 
wa3 also an 1156 decrease at 70°/8O%> but no change at 70°/57%, and a 9% 
increase at UO°/57% but only 6% increase at 0°/(high) ambient, so apparently 
both temperature and humidity affected the bursting strength of the fiber- 
board. Otherwise, cases remained in satisfactory condition. 

As a whole, can coatings provided inadequate protection for prolonged 
storage at 100°/80^ and 70°/80% conditions. Unsightly and potentially 
dangerous amounts of rust developed in areas where coatings had been burned 
or rubbed off in soldering or seaming or scraped off in handling. Leaking 





i 


cans, ranging 10-80^ among 7 of the 13 items, were attributed almost 

entirely to faulty seaming, possibly associated with light-weight metal * 

and "odd" sites and shapes. 

Packaging materials were too light and brittle in most cracker and 
biscuit items (and completely absent in carbohydrate supplements). Con¬ 
siderable amounts of internal surface corrosion where products touched 
can walla, and of package and product breakage among crackers and biscuits, 
were apparently caused by loose packing, inadequate or no stuffing material, 
and the inability of frail wrappers to withstand sharp comers of products 
with handling of the cans. 

Oxidative reactions at 100°F and to some extent at 70° were major 
factors in limiting the stability of cereal rations. Hydrolysis of lass 
stable fats at 100° also contributed to adverse changes in flavor of 2 
cracker items, 2 biscuits, and the 2 wafers. Darkening and dulling of 
color, variable changes in crystal structure, and development of off flavors 
at 100° were the only significant changes in carbohydrate supplement. Maximum 
storage life of 4 to 5 years at 100° can be variously estimated, wafers ap¬ 
parently tending to remain acceptable somewhat longer than the other three 
types of rations, but three years at 100° would probably be nearer an optimal 
replacement schedule. Maximal and optimal periods at 70°F may prove to be 
about double those at 100°. Results to date offer little indication of 
stability limits for rations stored at 40° and 0°F. 
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SUMMARY 


Fallout shelter rations from ten procurement lots were stored 4 years, 
and three lots of carbohydrate supplement were stored 3 years, at six con¬ 
trolled temperature and relative humidity conditions. The ten ceroal rations, 
consisted of four lots of survival crackers, four of survival biscuits, and 
two of bulgur wheat wafers. Carbohydrate supplements were standard hard 
candy mixture of lemon and cherry flavors. Storage conditions were 100°F/80? 
r.h., 100°/51%, 10°/83%, 10°/51%, k0°/51%, and 0°/ambient r.h. 

Results of examinations of cereal items at 48 months and carbohydrate 
supplements at 36 months are given in detail. These include general condi¬ 
tion and various stability characteristics of V3c fiberboard cases, 2-1/2- 
gallcn and 5-gallon metal cans, ration packaging materials and candy bags, 
and of the individual cereal and supplement rations. Brief comparisons with 
results of previous examinations at 6, 12, 18, 24 and 36 months are also 
included. 

I. Fiberboard Cases. 

1. Bursting strength of fiberboard stored at 100°F wa3 reduced by 
averages of 90 psig at three years and 145 psig at 4- years. All cases 
were below 400 psig at 4 years, 20? being under 300. There were slight 
and varying reductions at 70°F, slight increases at lower temperatures. 

2. Moisture content of fiberboard at 80? r.h. conditions averaged 

II. 8?, that at 57? r.h. was 8.4 ± 0.7?, with 14-4? from 0°F/ambient r.h. 

3. General condition of cases was satisfactory for continued storage. 
There was no can collapse, and although some moderate staining was observed 
at 80? r.h., there was essentially little mold. 

4. Case markings remained easily legible, with r.o significant fading or 
blurring. 

II. Metal Cans. 

1. Residual oxygen in non-l«iaking cereal ration cans averaged 5.8? 
at 100°F, 10.0? at 70°, 12.9? at 40°, and 16.7? at 0°, with ranges of 
about 4? around averages at the tvo higher temperatures. 

2. All cans of one item (2-i/2-gallon) were leakers at 48 months, and 
leakers over 3 and 4 years ranged 28? to 11? of the cans in six items. 

Leakers in the other six items averaged 2.5? of all. cans examined. 

3. Corrosion in the form of rust was fairly extensive (5?~10? of 
external surface) on cans from 80? r.h. conditions, moderate from lower 
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humidities and temperatures. Internal surface darkening was relatively 
slight, and no can leaks have been caused by any type of corrosion. 

4. There was no softening or flaking of external coatings of cans, 
although moderate amounts of loosening around corroded areas were observed 
on cans from higher humidities. 

III. Hie Rations. 

A. Cereal Items 

1. Seal breaks were few (.6%) in waxed paper and cellophane 
packages, and ranged .0 - 11.8, with a mean 4.2# in waxed glassine. Torn 
packaging material averaged slightly higher than seal breaks in waxed 
paper and cellophane, and slightly less than seal breaks in the glas3lne 
packages. 

2. Broken score lines ranged 3*3 - 48.5, with a mean 16.2# in 
crackers and 0.5 - 23*0, mean 6.5# in biscuits. Wafers averaged 26.3# and 
47*3# crumbled edges. Moderate unit breakage ranged 6.4 - 29.3, mean 13-7# 
for crackers, 0.3 - 22.7, mean 6.7# for biscuits, 0.0 - 0.2, mean 0.09# for 
wafers. Severe breakage or crushing of units was negligible in all rations 
excspt two cracker items which ranged 0.2 - 10.1, mean 2.6# as a result of 
can damage. 


3- Appearance and color by sensory evaluation were not seriously 
affected by storage, although there were slight amounts of surface glasing 
in all items and of fading of color in 100°F storage. There was little 
evidence of darkening or browning in any ration item. 

4- Hunter Color values, typically increased in L and decreased 
in "a" at higher temperatures, were highly correlated with observed changes 
in appearance and color. 

5. Fracture strength by items ranged 1109 - 1529 grams for cracker 
units; 1072 - 2286 grams for biscuits; and 1462 - 2306 grams for wafers. 
Values were relatively well related to baking, whether tender, brittle or 
tough, but not to product breakage except in the toughest biscuit. 

6. Moisture content varied to some extent with baking in 'ackers 
and biscuits, which ranged 1.6 - 3*0, mean 2.3#. Wafers were high 
moisture, ranging 3*1 - 3-7, mean 3*4#. 

7. Peroxide values, ranging 6.0 - 1.3, mean 3.5 m.eq. at 100°F 
to 3.7 - 0.9, mean 1.8# at 0°F, indicated second stages of slow oxidation. 

The primary cycle, with peak values around 12 months was apparently completed 
with the low values observed around the end of the second year. Free fatty 
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acids, ranging from 0.16 - 1.0/$ at 100°F to 0.04 - 0.60$ at 0°F, varied 
with items, storage temperatures, and slightly with storage time. 

8. Sensory scores for texture (10-point scale) ranged ?.0 i .6 
at 0°F to 5.9 i .6 at 100°F, various items being described as tougher,- 
harder or more brittle at higher temperatures. Aroma and flavor quality 
scores averaged 3.2 range 3.4 at 100°F, 5.4 range 2.6 at 70°, and 6.6 range 
1.8 at 40° and 0°. Reductions were attributed to staleness at 70°F and 
rancidity at 100°F. 

9. Mean hedonic ratings were 5-00 for aroma and flavor, 5.21 
for palatability. The three ratings averaged 4*23 range 1.94 at 100°F, 

5.29 range 1.18 at 70°, 5*62 range 0.92 at 40°, and 5.78 range 1.14 at 0°. 

10. Correlations of palatability rating with measurements associ¬ 
ated with oxygen or oxidation and with color were relatively high. Hedonic 
ratings by 25 judges and sensory quality scores by 5 judges were highly cor¬ 
related at 36 and 48 months. 

B. Carbohydrate Supplements 

1. Candy bags exhibited little evidence of storage effect except 
increase from 2.5 - 5-7$ in partial separation and 4-5 - 17.8$ in complete 
separation of 3eams of one item on seam tests. 

2. Physical state of the supplement remained practically unchanged, 
averaging 8.9 - 4.3$ chipping, 0.8 ± 0.8$ additional breakage, 0.5 t 0.5$ 
clumping, and 1.8 ± 1.4$ loose sanding sugar in the cans. 

3. Appearance and color were good except at 100°F, where moderate 
darkening of lemon pieces, slight fading of cherry, and variable "sugaring" 
of both types reduced quality scores to 6.3 - 7*1 from the 7-2 - 8.2 range 
at lower temperatures. 

4. Hunter Color values for supplements repealed moderate but 
multi-directional temperature effects on mean difference and rank order 
analyses, but generally failed to describe the candies as well as did the 
taste panel judges. 

5. Moisture contents, with moderate can variations, averaged 
1.48, 1.65 and 1.68$ for the three supplement items. Lemon type (1.76$) 
and cherry type (1.60$) were different in one item only. 

6. pH values averaged 6.55, 6.76, and 6.83 for the three items 
at all periods, being .34, .12, and .17 lower at 36 months. There was 
little evidence of temperature effect on pH. 
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7. Dextrose contents, means 15.8, 17.7 and 18.0$, and sucrose 
contents, means 64.3, 62.9 and 60.9$ exhibited no evidence of significant 
changes with storage. Inverse correlations of dextrose with sucrose and 
moisture and positive correlation of sucrose with pH were present in the 
high-dextrose items. 

8* Sensory quality scores for texture of the candies were v 
relatively meaningless, although certain samples were scored down for 
extra brittleness at 1D0°F. Aroma scores were reduced by averages of 1.35 
at 100°, 0.67 at 70°, 0.49 at 40°F, and averaged C.35 above initial at 0°F, 
because of loss of typical aroma, and development of slight "terpene" odors 
at higher temperatures, Reductions of flavor scores for the same reasons 
averaged 1.43 at 100°F, 0.51 at 70° and 40°, and 0.36 at 0°. 

. 9. Kean hedonic rating for aroma of the three supplements was 

6.43, with 6.72 mean for flavor and palatability. Temperature variations 
from these averaged -0.22 at 100°F, +0.Q3 at 70°, +0.15 at 4O 0 , and +0.21 
at 0°. 


10. Correlations of palatability ratings with other measurements 
were generally poor, and those between sensory quality and hedonic ratings 
averaged only +.489. An overall sequence of changes, such as the high 
temperature-fading-oxidation-rancidity pattern in the cereal items, was 
apparently not present in the carbohydrate supplements. 
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